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‘ IN‘TVELT — In Madoc Township, CONFERENCE HELD Mrs. G. C. Moon was hostess to the 
i on Monday, October 3h, 1955, to| IN MADOC members of the W.1. for the October 


. and Inspector John Richards of the 
fire marshall’s department are in| been set for November 9, 
: charge of the investigggion. | 
Au inquest inte the boy's death has fund to help the family. 
} : cc 
a _Announcement 
E We wish to announce that we are discontinuing our 


‘Police are investigating a fire in| Mr. and Mrs. Cornelius In'tvelt, a 


tion indicated the fire might have 
gtarted from the outside. He said it 
Inspector R. L. Taylor of the CIB 


GORDON—At St. Joseph's Hospital, | delicious 


The fall conference of Region Four 

, of the Federation of Women Tea- 

: chers’ Association of Ontario, was 

TROTTER — Mr. and Mrs. Oliver |neld in Madoc, last Saturday, with 

Trotter are happy to announce the | 150 members in attendance. Morning 

arrival of a baby girl, Joyce Lois /and afternoon sessions were held in 

Mae. at the Trenton Memorial /the High School. 

Hospital, on October 29, 1955. At noon, nearly 200 members and 

NEES guests gathered in the basement of 

the Presbyterian Church, where a 

turkey dinner was served 
an ’ oa a 7. by St. Peter’s Women’s Club. 

¢ : : ; Mrs. Aleatha Woods, President of 

Gordon, @ daughter. Centre Hastings Women Teachers’ 

ee oe : Association, presided at the meeting 


daughter. . 


Bancroft Lions Club has started a | all present, introduced the head table. 
The following gave brief addresses: 
George S. White, M.P.; Roscoe Rob- 
son, M.L.A.; Rev. M. Heslip, Minister 
of St. Peter's; G. W. Nelson, Public 
School Inspector; Carl Howse, High 
School Principal; R. G. Marshall, 
Public School Principal; Allan Mc- 
Coy, Chairman of Madoc Township 
School Board; and Dorian Stewart, 
Madoc Village Councillor. 


| which’ followed, and after welcoming. 


meeting. In the absence of Mrs. Her- 
rington, the first-vice, Mrs. E. T. 
Nayler, very graciously presided. over 
the meeting. After opening exercises, 
minutes of the previous meeting were 
read; and several items of business 
were tabled until return of the 
President. g 

Roll call was answered by “what 
Iam thankful for in my Community.” 

The Topic of the meeting was 
“Citizenship -and Education,” and 
was ably handled by Mrs. P. H. Nay- 
ler and Mrs. McCrimmon. Some 
songs were enjoyed, then Mrs. Mc- 
Crimmon gave a most interesting 
discourse on “Art”, and its meaning. 
The speaker emphasized her points 
with the aid of pictures, objects and 
prints, explaining by the coloring 
and settings the meaning of each. 
All of thia was instructive and color- 
ful. Mrs. McCrimmon spoke of the 
numerous pictures in the window of 
“The Nickle Gift Shoppe” on loan or 
rather on exhibit. 

Mrs. P. H. Nayler, introduced the 
speaker for the day, who chose as 
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COMING EVENTS 


Mrs. Frank Dafoe left town this |RESERVE FRIDAY, NOVEMBER 4, 
week to spend. the winter in St.| for Card Party im 1O.0.F. Hal, 
Petersburg. Florida. sponsored by Oakdale Rebekah 

Mrs. Ed Wannamaker, Sr. attended| Lodge, 8 p.m. sharp. Prizes. Every- 
the wedding of her grand daughter, | one welcome. Admission 35c. 43-2 
|Mary Jean Warren, on October 8th, 
jin Niagara Falls, N.Y. 

Mr. and Mrs. Jim McMéchan spent 
the weekend in Perth with the lat- 
ter’s sister, Mrs. Lou A. Ward and 
Mr. Ward. 


Mr. and Mrs. Thoburn Brown and 
song;ot Spokane, Washington, visited 
|Mr. and Mrs. Field Allen and Mrs. 
|W. T. Brown this week. a 
| Mr. and Mrs. Clifford Noble, of 
| Toronto, spent the weekend with the 
latter's parents, Mr. and Mrs. Ken- 


neth Nicol. Sand Afternoon. Tea : of Laural Reb- 
Mrs, Tom Deline spent this past |ekah Lodge, on Wednesday, October 
weekend in Toronto, as a delegate to | 26, at Stirling. All report a Very. ene 
the Canadian Congress of Women joyable time. 
Convention, held in the Royal York| Mrs, J. L. Watson and, daughter, 
Hotel, on October 29-30. | Judy, of Chapleau, are spending 
“Mrs. Vera Hill, Mrs. Ruby Brady, this week in Madoc, the guests of 
Mrs. Lottie Bailey, Mrs. Irene Gor-| Mr. and Mra. J. A. Watson. 
don, Mrs Anna Carman, Mrs. Lola eceseusstnntccamaiatacsitasaannmmtiin sain 
Fraser, Mrs. Eliza Parks, Mrs. Edna| There were 38 nurses with Florence 
Reid, Mrs. Winnifred Hill and Mrs. Nightingale during the Crimean cam- 


| LOCAL and PERSONAL 


i 


AUCTION SALE OF HOUSEHOLD 
Furniture, on the farm of Joseph 
Lajoie, Madoc Township, oli Mar- 
mora Road, near CNR Station, on 
Saturday, November 12, at 1.30 
p.m., Frigidaire Electric Refriger- 
ator, 9 cubic feet, in good condi- 
tion; Beatty Electric Washer, in 
good condition; , Full line of other 
Household Furnishings. Terms 
Cash. C. J. Courneyea, Auctioneer, 
Peter N. Courneyea, Owner 44-2 


busineas.in Madoc and are movigg to Campbellford and 


wish to take this opportunity to thank our many friends 
and customers for their patronage during the past seven 


years. “ 


Miss Carol Connor, of Tweed, who 
was accompanied by Mrs. Houston, 
of Belleville, rendered two beautiful 
solos. 
| Miss Cora Bailey, of Peterboro, in- 
‘troduced the guest speaker, Mrs. 
Helen Keefer, Federation Provincial 


her subject, “Bird W tching.”’ At the 
beginning, the speaker emphasized 
the Hobby as probably silly to some, 
boring to others, plain amusing to 
many, confusing to 4 few, but down- 
right education to @ great many 
folk, besides being relaxing and inter- 


Nina Embury attended 


the Bazaar | paign in 1851-56. 
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If You Are Interested in Selling or Buying 


A HOME, FARM, BUSINESS OR PROPERTY 


Centact 


J. M. Caverly - 


Real Estate Broker 


-MADOC, ONTARIO 


CO-OPERATORS INSURANCE 
ASSOCIATION ; 


announces the appointment of 


Mr. Rex. R. Rollins 


R.R. 3, Madoc 


as authorized representative to sell 
CO-OP AUTO, ACCIDENT AND LIABILITY 
INSURANCE 


Adequate Coverage, Prompt settlement of claims at 
reasonable rates 


Cloth, Lined, 


Dooher’s Bakery 


INSURE TODAY — THE CO-OP WAY 


SPECIAL 


15 MEN’S CRUISER COATS 


In Red and Black, Plaid pattern, Pure Wool Mackinaw 
Yood coat for Hunting, Sizes 36 to 46. 


SPECIAL PRICE WHILE THEY LAST 
$10.00 


Men's Black Snug Fit 
HEAVY RUBBERS 


12 inches high, laced at top. 
line in 10 years. All sizes. 


$8.00 PER PAIR 


Geo. West 3 ts an example 


MEN’S AND BOY’S WEAR 


Treasurer, who spoke on Public Re- 
lations. The following is the text of 
her address: 

There is, in the Ontario govern- 
ment, a department called the De- 
partment of Planning and Develop- 
ment. It is concerned,» as its name 
implies, with growth and it believes 
that growth should be controlled 
and orderly. Government policy is 
such that this department does not 
idictate, but it is willing to assist if 
invitéd to do so, any community with 
plans for orderly growth. 
| This is an example of public rela- 
tions—- the relationship between the 
public and the institution that serves 
it — in this case, the government. 
| And in this case, too, the relation- 
‘ship is good — the community can 
j | draw on the knowledge of the planh- 
| ning experts employed by the govern- 


[ mertt. 
| ‘Turn to education - growth we 
f | certainty have and will continue to 
roe ‘Have in the school population. Tea- 
| chers, department of education, trus- 
PHONE 141 | the responsibility of keeping that 
j | controttes and orderly. A _ relation- 
j | Ship exists among these groups and 
in order to have good public rela- 
tions there should be a minimum of 


tesy When working together. 

Differences of opinion regarding 
education are necessary that growth 
will reflect the best that will only 
emergé”* from such “diversified” 
thinking. But think we must, and as 
teachers we should express our 
thinking, in order that trustees and 
parents know what the experts in 
the teaching profession are planning 
and in order that the growth in edu- 
cation for which we are striving. is 
orderly. What of Federation? Again 
| we have growth and again it is our 
| responsibility to keep it controlled 
;and orderly-—your responsibility asa 
| member. What is the best way to 
gain public understanding and ad- 
| miration for teaching, teachers and 
| Federation? 

, Certainly not by publicity as such. 

'Publicity is part of a public relations 

;programme, but it is a part that 

we} must be watched very carefully $0 

‘that it does not explode into head- 

| lines and ruin the planned program 
| you are trying to develop. - 

We do not sell Federation as one 
sells a commodity——the things we do 
| as ‘teachers and members of Federa- 
tion achieve for us public interest 
‘and we hope understanding. Do those 
lthings quictly and sincerely and with 
}a minimum of publicity and invari- 
|ably public awareness is very general 
land very keen. 

The F.AW.T.A.O. has done certain 
‘things —firsts in Ontario and many of 
|them firsts in Canada. Because of 
ithese planned programs, our pres- 
tige has risen and we are watched by 
idepartment officials, trustees, par- 
jents and public. 

Our own Public Relations program 
of planned, orderly 
| growth, Starting carefully and in a 
‘sme: way wehave grown until — 
flet me ilustrate: Student Teacher 


Phene 377 R 2 


The first we have had this 


'tees and parents are entrusted with! 


discord -the result of applying cour- | 


esting. 

An amatevr at this hobby, Mrs. 
Broad has already seen and named 
94 different Species of birds, a great 
‘many of them on or near their farm, 
although the speaker. assured her 
audience that there were over one 
hundred. different species of birds in 
this locality. A very fine book in- 
structing beginners is entitled “Field 
Guide to the Birds.” Another is 
entitled “Birds of America.” Needless 
to say a very important instrument 
to this hobby is a pair of binoculars. 


and pleasures of this most interesting 
hobby was much enjoyed by all mem- 
bers. Concluding this worthwhile 
address, Mrs. Broad read two poems, 
“Time Lost” and “A Day igi 

| Mrs. W. Forestell gave avery con- 
account of the reports and find- 


| cise 

lings from the Belleville Area Con- 
; vention. sie 
| The meeting closed with the 


| National Anthem. Words of apprecia- 
ition were. extended to all who had 
contributed to the very interesting 
meeting, after. which refreshments 


were served. 


SMM LLL 


ANNOUNCEMENT 


' 


Mr. and Mrs. Ralph Hopson, of 
Oshawa, wish to announce the 
engagement of their daughter, Mar- 
jorie Ruth, to Claude Alvin Comer- 
lford, son of Mr. and Mrs. Harold 
Comerford, of Eldorado. The wedding 
will take place on Saturday, Novem- 
ber 19th, at 3 p.m., in First Baptist 
Church, Oshawa. 


nial 


‘Conference, Leadership Conference, 
Reading Survey, Reading Conference. 
All firsts! These couldn't have hap- 
|pened without orderly planning. 

| Not everything was a conference. 
$2500 was given to Canadian School 
| Trustees toward the study of School 
| Finance in Canada. 


Schools are expected to make every | 
| chile healthy, wealthy and wise, but | 
‘the taxpayer often forgets that this | 


takes time, money and planning. 


| Having talked about public rela- | 
‘tions and our professional organiza- | 


‘tion. now let me remind you that in 


i 

|the last analysis our interest and) 
| concern for good public reiations 18 | 
in the hands of each teacher. By her | 


| personality alone a teacher can 
jmake a child or break him. With her 
| knowledge, she can build a citizen, 
lor by her lack of it she can ruin a 
mind. You are making history —the 
history of tomorrow will be shaped 
by the children of today. 

How are you fitting into the public 
relations picture? 

Public Relations is “a planned 
programme of policies and conduct 
that will build public confidence and 
increase public understanding.” 

Appreciation to the speaker and 
the soloist was expressed by Mrs. 
Florence Hart, of Oshawa. 


Britain put a special tax on bach- 
elors in 1695 to help pay for the 
war with France. 


Mrs. Broad’s story on her experiences | | 
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| Public Notice 
= 

_ Remembrance Day 

: Service 

3 FRIDAY, NOVEMBER 1ith | 

1} will be held under the auspices of the Madoc Branch of 
: Canadian Legion No. 363, at 10.30 A.M., at 
MADOC ARMOURIES 

: It is requested that all places of business close 

lp AT 10.30 A.M. 

\s to allow everyone to attend this service 


GUEST SPEAKER — Rev. W. Giovetti, Rector of St. i 
Jchn’s Church, Madoc. 


Madoc Band in Attendance Z 
_ FRED CURRY, Clerk, MURRAY SMITH, Reeve © 
GOD SAVE THE QUEEN 


l= 
|= 


SAR MSY MNT ARNE na 


if 


ith th HORTA EE ites Meh St 


oT betty 


Suge eure tht 


as ne 
HER Le bad 


Tal ae estat PAT 


PUN eins 
re 


HAMLET TE 


TaaEY itt 


| 
i 
' 
j 
| 
} 
| 
} 
i= 
; 


| 
if 
lB 


b=] 


b. 


| 
i 
; 


| 


POUR ee LMM AG PLL Bh is 


| 


} 


De eka 


} 
4 
Rae, 
eo 
ae 
a 


rv ana ne 
Sree 


POPPY DAY 
Saturday, November 5 


Once again this year, the Canadian Legion is asking the people 
of Madoc and District to wear a Poppy for Remembrance. This ts 
an excellent appeal, and one that should not be overlooked. During 
thé years since Col. John McCrae wrote the challenging poem, “In 
Flanders’ Fields”, the Poppy has taken on a peculiar significance. 
It has come to typify in many countries of the world the debt 
which we who live owe to those who died in battle. > |e 

One day in the year the people of Canada are asked to wear a 
Poppy to show that they remember, One day in the year they are 
asked to pause briefly to honor the dead. That ie littl enough. 
While remembrance of the dead of two wars is the spiritual aspect 
of thé Poppy, there is the other practical purpose of assisting the 
living, for the money raised through the fund is used for emerg- - 
ency assistance to veterans and the families of veterans. - 


The Legion Slogan 
“WEAR A POPPY FOR REMEMBRANCE” 
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> is = good slogan. It is one that deserves the support of 
every citizen, : 
a MADOC BRANCH 363, CANADIAN LEGION (BESL.) .. | 
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\. Mr. Cross was born in Toronto, 
where his parents were married. His 


ty Hospital, Picton, on Wednesday. 
October 19, 1955, in the person of 
Jennie L. McKnight, widow of F. C. 
Sherwin. f 

Born on April ist, 1878, at Cooper, 


Hastings County, she was one of the | 


fourteen children born to Robert 
McKnight and his wife, the former 
Mary Anne Winters. : 


Mre. Sherwin ved from West 


father, John Cross, a native of Lan- Huntingdon to Hiker, on April 12. 


«cashire, England, had taken for his 
bride, Jane Taylor, a native of Lon- 
“don, England. Entering - the ‘employ 
ot an American firm, which was lay- 


ang the Grand Trunk, railroad be- | 


“tween Madoc and Belleville, the par- 
ents of Mr. Cross lived for a while at 
West Huntingdon, and then moved to 
Madoc for a five months’ sojourn, In 
1882, they moved to Marmora town- 
ship, John Cross, senior, found em- 
‘ployment on the Central Ontario 
Railway construction, living on the 
‘farm of. the late William Downey, 
~and operating 4 boarding house. At 
‘the time his son was ten, the family 
-mnoved to the ate John Murray's 
farm, a little north of Deloro, Oxen 
wrere used in the conveyance of their 
‘furniture. \ 
MSSISTED. IN LOG COTT 
At this early age, John assisted 


‘xis Yather in cutting of logs for the | 


@eathbusn Company, of those Gays on 
groperty of the Pearce Company ad- 
eceht to the Moira River at Deloro. 
defter five years, the Cross family 


ensved to a residence by the old Gat- | 


"Ming Gold Mine at Deloro, which later’ 
emerved as office for the now defunct 
“Deloro Chemical Company. “Johnny 
“Cross”, ‘as familiarly known to 
~ecores of acquaintances throughout 
‘Ife “at the age of ‘twenty, forsook 
‘farming to. follow in his father’s 


footsteps and work for the “Canadian | 


‘Goldfields, first as a labourer and 
‘then as a teamster. He drew ore con- 
ecentrates from the mill then situated 
‘ay Marmora CNR. Station to the 
“Petoro plant. Later he drew the con- 
-centrates from the mill near the old 
pliant laboratory to where they were 
weeded at the plant. In the period of 
“the transition, as the property was 
taken ‘over by a new company, he 
was driver and horseman for the late 
“Peter Kirkegaard, general manager 
for twenty-two months. 

Johnny entered the employ of the 
Smelting and Refining Company in 
1905, as construction foreman. Later 
he was in turn foreman, Oxide Plant 
worker, teamster's helper, truck 
driver's assistant, and lastly, general 
labourer. 

On July 17, 1901, in the former St. 
Paul's Rectory, he was married by 
the late Cannon C. M. Harris to Ada 
Emigh, daughter of the late Mr. and 
Mra. George Emigh, who died on 
October 20th, 1938. Ten of their fam- 
ily of 12 children survive, namely 
James and William Cross, of Deloro: 
Lena, of Belleville; Mrs. Russell 
Roach (Alice), Belleville; Mrs. Harry 


Peck (Mary), Springbrook; Mrs. 
Murray Empey (| Eva), Marmora 
‘township; Mrs. Harold Lowery 


‘¢Gladys), Deloro, Mrs, Harry Gaw- 
fey (Peggy). Belleville; Mrs Clayton 
Smith (Stella.) Marmora, and Mrs. 
William Classan (Betty), Cannifton. 
‘A son John (Ted) and a daughter 
Mra. Fred Matthews (Gladys), pre- 
Aeceased her father. 

The deceased was of genial dis- 
“position with a warm greeting for 
“hia Trany friends when meeting them. 
‘Out of his reminiscences came many 
tnteresting stories of Deloro’s history. 
He was an Anglican in religion. The 
funeral took place on Wednesday 
afternoon, leaving the residence of 
“his son, William, at Deloro, at 2 p.m. 
for service at St. Paul's Church at 
2.30 p.m., conducted by Canon J. M. 
Brownlie. 

‘There were numerous floral em- 
blems teatifying to the respect in 
“which the deceased was held. 

Interment took place in Marmore 


Protestant Cemetery. Rev. Frank Samis. A 
‘The pall bearers were: H. O. Lovell 


1912, recalling the date by the fact 
\it was the day after the Titanic sank. 
Until 1926, they conducted the gen- 
eral store and post office in Hillier. 

Mrs. Sherwin was 4 member of the 
| Presbyterian church, later joining 
the United Church, and was & mem- 
ber of the Hillier Women's Associ- 
' ation all her life in the village. She 
‘had been a member of Hillier Wom- 
len’s Institute since 1912. At her hos- 
pitable home, members of Hillier 
, Township council had enjoyed eating 
\their dinner on council meeting days 
‘for over forty years. She took much 
| pleasure in this activity. Though not 
| well last January, she carried on this 
tradition. 

Mrs. Sherwin lived just across the 

road from the public school for 35 
lyears and the youngsters always 
found in her 4 helpful friend. 

A woman of many fine qualities, 
she endeared herself to a wide circle 
lo¢ friends by her kindly acts. She 
will be greatly yhissed by relatives 
and friends alike. : 

Survivors are 4 daughter, Mrs 
Earl Marvin (Violet), Wellington; 
two sons, John in Racine, Wis., Char- 
les. in North Vancouver, B.c.; three 
stepchildren, Will in St. Catherines, 
‘atrs: D. L. (Anne) Fleming, Belle- 
Mra. P.’C. (Edna) Barnett, 

three sisters, Miss Mabel 
McKnight, Mrs. J. (Violet) Stock- 
dale, Mrs. M. (Margaret) Fitzpat- 
rick; two brothers, Hubert and John 
McKnight, Toronto, also by six 


ville, 
' Tweet; 


grand children and six step grand 
children. Predeceasing her were her 
prothers and three 


: husband, five 
sisters. 


| The funeral service, held in Hillier 
United Church, was attended by & 
large number of relatives and friends 
October 22. Rev. Mr. 
Alfred 
conducted the 
in Christ 


fon Saturday, 
, Cook, Consecon, 
| Poulter, Wellington, 
service. Interment 
Church Cemetery, 


and Rev. 


was 
Hillier. 


; Among the many beautiful floral 
‘tributes was one from the Township 
of Hillier. Hillier S.S. 6, Hillier W.A. 
land officers of Walker Mfg. Co. of 
Wisconsin were among organizations 


| sending tributes. 
| Pall bearers were neighbors, Jack 


Taylor, Fred Way. Clark Clapp. Ross 


| Burris, Sherman Foster and Delbert 
Boyle. cs 


MRS. LILLIAN A. BACON 

A resident of Edmonton and dis- 
trict for 41 years, Mrs. Lillian A. 
Bacon, 75, widow of George E. Bacon, 
City Hospital, on 
after a short 


passed away in 
September 28, 1955, 
iliness. 

Mrs. Bacon was born in Madoc, 
Ontario, and in 1914, moved with her 
family to a farm in the Poplar Lake 
district. In 1914, she moved to Ed- 
monton, ‘where she was active in 
United Church work, and a faithful 
member of the W.M.S. 

She is survived by two sons, Char- 


les Roy, of Nisku, Alberta; George 
Ross, of North Edmonton; two 
daughters, Mrs. Harold (Mary) 


Blatchford, of Pickardville, Alberta, 
Mrs. John L. (Helen) McIntryre, of 
Edmonton; 13 grandchildren and 2 
great grandchildren. One son and 
two daughters predeceased her. One 
sister, Miss Alma Keene, and one 
brother, Mr. Charles Keene, of 
Madoc, also survive. 

The funeral service was held on 
Saturday, October Ist, at Foster and 
M’Garvey’s Funeral Chapel. Rev. 
Douglas Smith officiated, assisted by 
solo “The 
Lord's Prayer’, was beautifully ren- 
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Watch Repairing 


All Work Guaranteed 
‘Free -Estimates 


Nickle’s 
_ Jewellery & Gifts 


PHONE 133 


BOX 124, MADOC 
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and Archie Carlyle li. | fred, Ronald, Finley, Keith and Grant | 7 
Memorial tributes to the Canadian | Smith and a nephew of the deceased, | THE ALL NEV 


56 Models 
TELEVISION |. 


Heart Society and beautiful flowers Douglas Dafoe. 


were received from a wide circle of 
sympathizing friends, testifying to| 300 NOW EMPLOYED. 
| 


evn eee me 
hiram 


[the esteem in which Mrs. Bacon was| AT BICROFT MINES 
held. 


Three hundred men are employed 
iat Bicroft 


) 
MRS. MAY MATILDA ALLT 


Uranium Mines in the | 


‘Mrs. May Matilda Allt, of Madoc, |Bancroft area on 8 busy three-point at better than 
died at her home, Friday, October | program. Underground work and sur- | . 
|28th, after having been in failing | face construction are under way. The | TORONTO PRICES : 
| health for some time. She was in her / mine, slated for production in Sep- | FR 
ee year. | tember, 1956, will treat 1,000 tons of | ADMIRAL : 1 wey 
The deceased was born in Gilmour, ‘ore daily. | MOTOROLA $ 9.95 
= daughter of the late Mr. and Mrs. concent ELECTROHOME m DOWN 
Jour Dafoe, and lived in Bloomfield, | The number of miles of reads op- | R c A VICTOR AND 
prior to taking up residence in Madoc |erated by Canada’s two siete incre ee te a: A ONT? 


#1 years Se”. |railway companies has increased Dy | 


She was a member of the Stan- | 4736 since 1923. FOR THOSE INTERESTED IN PUTTING UP. YOUR 


ape a Madoc, and Madoc | OWN AERIAL 

es wen predeceased by her first : 10: 90 ft; Mast Kite cc. os. 2 5 cae res ee tentss 68 $19.95 

nushand Winest Smith, and survived | Super Quality Ethylene | QD ft. Mast Kits ... 6... es cece ene cece nes . $29.95 

by her second husband, Daniel H. GLYCOL ee $ 9.95 
i- HE SERN Cana EN ee knee eta eens . $23.95, 


Allt. She is survived by a daughter, 


Mrs. Ray (Fern) Goodchild, of Ma- BULK ANTI-FREEZE 


$2.59 a gallon 


MANY OTHER TYPES AVAILABLE 


» 


doc; five sons, Wilfred and Ronald 
Smith, of Madoc; Finley and Keith Regular Bulk Moto-Master Complete from all wire, ete. to even the tar for the roof. 
Smith, of Kingston, and Grant Anti-Freeze — $1.79 a gallon 


Smith, at home. ? Include this with your other win- 
Also surviving are a sister, Mrs. | ter requirements and open a budget 

Paul Garnett, of Detroit Mich.; two} account—no money down, payments 

brothers, Rev. Finley Dafoe, of Det-| as low as one dollar a week. 

roit; Ken Dafoe, of Innerkip, ont., | 

and nine grandchildren. 

The funeral was held from her late 
residence to the Standard Church, 
Madoc. A short service at the resi- 
dence was conducted by a brother of 
the deceased, Rev. F. Dafoe, of Det- 
roit, with prayer said by Rey. Vot- 
eary. The church service was. con- 
ducted by Rev. W. Stobbart, assisted 
by Rev. R. Voteary and Rev. W. H. 
Shadbolt. The profusion of beautiful 
floral tributes and the large number 
of friends in attendance testified to 
the high esteem the deceased was 
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Attention, Farmers 
Dead Stock Removed 


Highest Prices Paid for Dead, Old and Crippled Farm 
e Stock. 


: 24 HOUR SERVICE 
Phone collect Madoc 271 or Peterboro 22080 


36 Moira St., W., Belleviile. 
PHONE WO 8-6701 


NICK PECONI, PETERBORO 
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‘purpose of the lesson 


‘The annual convention of Sunday | 
of Madoc and Elzevir town- 
was held Wednesday, October | 
in Union United Church. The! 
for the day was “For Every | 

a Christian Faith.” 

The Rev. J. F. Lane led the call to 
worship in the absence of the Rev. 
M. Healip. 

Mr Robinson gave the afldress | 
ot \eelcome. | The president thanked | 
all these who had helped through | 
the year, especially the ministers, | 
four of whom were away, one sick 
ELDORADO CONVENTION 

The secretary read the mifutes of 
the Eldorado convention of 1954. 

most encouraging, | 
than 
last year. Some of “the reports were | 
eo indefinite that it was hard to 
judge the points for the banner. One 
deciding factor was memorizing | 
Sertpture. The Rev. McEwen led a 
short singsong ‘and dedicated the | 
offering. 

The speaker for the morning was 
Rev. L. K: Daniel, of Belleville, who 
etressed the theme and said that 
“the effect of the otional shovld 
not be overlooked. Each child should 
believe in God and that Jesus died 
for our sins, personally, and should 
dedicate his whole being, heart, mind 
and will through prayer to Him. The! 
should stim- 
ulate, not amuse the child.” 

Rev. J. F. Lane 
in the absence of Rev. 

Tea was served at noon 
Sunday Schgol rooms. 
AFTERNOON SESSION 

The afternoon session Was opened | 
with a sing-song led by Mrs. Jack- 
son, “All Through the Year,” The 
Wise Man” and other choruses. The 
Rev. G. Crabbe had charge of the 
devotional in the absence of the Rev. 


ships 


“'#. Lewis. He stressed the teaching of 


the Seriptures in the home. 

‘Two vocal numbers were given by 
a trio, Mrs. Roy DeMille, Mrs. E. 
Armstrong and Mrs. J. Keene, “Won- 
derful Jesus” and “Where Can I Go 
but to the Lord?” 

Mre. Esler had charge of the action 
choruses in absence of Miss Rogers. 

In the afternoon, Mr. Daniel took 
the “Temptation of Jesus” as an ex- 
ample. He showed how not to teach 
a lesson. “First know the pupils, 
teach the pupils, know them. Always 
use your Bible. Get your lesson 
across during the time. He learned 
by experience to change the actions. 
Smaller ones May be enlisted as. 
helpers. A quiz may explain the les- 
won, Older ones may name tempta- 
tions and how to resist them. Some 
are~ power, popularity, money. “We 
should know temptation when it 
comes. Everyone is called to be a& 
Christian.” 

A beneficial discussion followed. 
Mr. Crabbe dedicated the offering. 

Before leaving for home, Mr. Dan- 
ie] sang effectively “The Ninety and 
Nine.” 

OFFICERS FOR 1955-56 

Mrs. Donly gave the report of the) 
nominating committee as follows: | 

Honorary president, Allen Sagar: | 
honorary secretary, Mrs. E. Moore; | 
president, James Keene; first vice-— 
preskient, Mel Johnson; second vice-! 
preaident, 


en il 
‘ 


Food Editor 
Dairy Foods Service 


Frank Palmer, secretary, | 
i 


"Try another of my 


Mover Fail’ 


48> 


case, SS Se 


& . =~ 
Lodge, A.F. and A.M., the 


members of 25. years or more, were 


the honored guesta of Wor. Bro. Cc. 
R. Johnston, the Master, and his 
officers. ’ : 

Madoc Lodge has 48 members, 
who have this distinction and a/most 
all of them were present, each one 
being presented with the Master's 
Rose. 

Many of the oldest members gave 
a short talk on the ¢ as it used 
to be, and other highlights of their 
Masonic careers. 

The oldest member present, Very 
Wor. Bro. W.‘E. Connor, who was 
Master in 1902, presented the 50 year 
jewel to Bro. Charles N. Whytock. 
Several other members present had 
also been members for half a cent- 


tury. 


izen already owes almpst 12 per cent 
of his take-home pay, more than 1,- 
000,000 Canadians this year will bor- 
row over another $220 million, it is 
reported in the September issue of 
Liberty magazine. 

The loans will be made by four 
small-loan companies and 61 accred- 
ited money-lenders. And 80 per cent 
of the loans will be for relatively 
small amounts ranging from $50 to 
$500. : 

Reasons given for loans will range 
from feeble to feasible, foolish to 
fantastic. But most people will get 
the money they ask for, and will pay 
it back in the time allotted to them. 

To whom do Canadians owe most 
of their money, and why? 

To retail dealers (charge accounts) 
$503 million: installment payments 


= == 


se . } 
The officers exemplified the first to retail dealers, 815 million; insta)- 


degree on two candidates. 

Later in the banquet hall, many 
talks were heard from the members 
and Wor. Bro. Jas. Kellar, LP.M., 
proposed a toast 
century members. Wor. Bro. Geo. 
White, M.P. responded to the Yoast, 
and gave a short and interesting 
address on his recent trip to the 
Middle East, pointing out that this 
area was the cradle of Masonry. 
Everyone agreed that this was one 
of the best meetings ever held in the 
Madoc Lodge. 


Since 1939, spending by the ¢om- 
bined provincial governments has in- 


Mrs. Allan 
Wannamaker; 
Miss Blanche Trotter; missionary 
convener, Mrs. F. OyRourke; pianists, 
Mrs. Donly and Mrs. F. Robinson; 
press secretary, Mrs. Newell Broad. 

Mr. McFiwen closed the session in 
the absence of Rev. W. Giovetti.. 

The ladies of Union United Church 
served a bounteous supper. 

The evening service 
with a capacity audience. Mrs. Me- 


\Ewen, led a sing-song. The devotional 


was in charge of Rev. William Stob- 
bart, of Madoc. Trinity United 
Church junior choir delighted the 
audience with two numbers, “Bless 
This House’ and “Now Thank We 
All Our God.” 

Rev. M. Esler, of Bancroft, was 
the speaker for the evening. He said 
“each home should be a Christian 
home and the Bible should be taught 
there.” He stressed the attendance at 
the Sunday School. This can be in- 
creased by reward tags, contests and 
a mystery person. Children can be 


“won by prayer and example. 


At the . close, Mr. Esler 
the new officers. 


to the quarter 


ment payments to sales finance and 
acceptance companies (largely for re- 
tail purchases of new and used cars), 
$480 million; personal loans to char- 
tered banks, small loan companies, 


‘ money lenders and credit unions, $665 


was opened / 


installed you. 


million. . : 

Will they pay it back? Are Can- 
adians basically honest ? 

The answer is yes, according to a| 
vice-president of a well known house- 
hold. finance company whose 179; 
branch offices will make 60 per cent) 
of the national total of this year's 
small loans. 

“Canadians are 50 
honest that it’s sometimes hard for 
“Less than 


intrinsically | 


Franks; treasurer, Doug ,9 per cent become delinquent at some 
temperance convener, | time or other. 


But we have yet to) 
seize the furniture of a single Can- 
adian family—even though the maj- 
ority of our Joans are secured by @ 
chattel mortgage on household goods ; 
and seldom do we have to use legal 
action.” 

The executive also listed six tips 
on how to borrow money. 

1. Use credit only when Necess- | 
ary, or where the benefit justifies 
the cost and, risk involved. 

2. Never take on more debt. than 
you can repay from current income. 

3. Look for the best credit bar- 
gain when you use credit; don't let 
a pressing need result in a snap 
decision. 

4. Read loan contracts thorough- 
ly before signing. Be sure you me 
what amount you have to repay, and 
when payments will be due. 

5. If in doubt about @ credit or- 
ganization, consult the Better Busi- 
ness Bureau. . 

6. Remember, your credit rating 
is valuable and depends entirely on 
Discharge credit obligations 
faithfully to insure continuing res- 


Mrs. Donl presented the”banner for) pect from credit organizations. 


another year to. Madoc Presbyterian 
Sunday School. . 
The junior choir 


Even though it seems that most 
Canadians are determinedly reject- | 


sang again, “O’ing the advice of Polonius in Shake- 


Worship the Lord.” Two short tem- | speare’s “Hamlet” — neither a bor- 


films, “A Family Affair” 
were 


perance 
and “The Brain That Counts”, 
shown through the courtesy of 
Doug Pigden. 


Miss Heslip gave the report of the (after 
Courtesy Committee, which brought | interviewer 


a profitable day to a close. 


Mr. James Keene closed with the 


benediction. 


Burecy 


Pure 


| 


rower nor a lender be— it is unlikely 
that many of them will emulate the 


Mr. ltwo brothers from Guelph, Ontario, 


who borrowed money several times 
convincing the joan-officer 
they could make more 
money with it. 

They weren't kidding. They were 
countrfeiters. 
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Lumber Company, on Highway No. 7, | 
just west of Marmora, was reported | 
recently. “| 

The office manager, Frank Mallory | 
of Warkworth, stated that he. had | 
been in the lumber yard at the rear. 
of the office, and when he returned | 
to the office, a man was standing | 
outside the counter. The man asked | 
about obtaining work, and when told 
nothing was available, left the build- 
ing and dreve away in the car. | 

A few minutes later, Mr. Mallory | 
noticed the cash box had been moved 
slightly from its customary position, | 
and he opened the box to find the | 
money missing. 

Police in the area were notified to) 
be on the lookout for a 1948 model | 
car, but so far there have been no | 
developments. 
wood, of Marmora, and Provincial | 
Police at Madoc, are investigating. 


UNION TO HOLD 
CONFERENCE 
AT MARMORA 


nba 
The eastern conference of the In- 
ternational Union of Mine Mill and 
Smelter Workers (Canada) is apeing 
held in Marmora, Ontario, during the 
weekend of November 19th and 20th, 
it was announced by Ray Stevenson, 
Bastern Board Member for Union. 
The conference will bring together 
representatives from the entire juris- 


| aiction of the Mine Mill East of Man- 


itoba, Stevenson - said. 

Local 889, Mine/ Mill, the bargain- 
ing agency for the employees of De- 
loro Smelting and Refining Company, 
will be host to the representatives of 
the other local unions in Eastern 
Canada. The Local is just now enter- 
ing negotiations with the company 
for the new contract. 

The conference will be the first of 
its kind in eastern Canada since the 
establishment of the new Canadian 
set up, that gave full self govern- 
ment to the Union in. Canada that 
was projected » from the Roseland, 
B.C. Convention of the Union last 
July. National officers of the Union, 
including President Nels Thibault, 
will attend the conference® it is ex- 
pected, “and invitations to other 
unions in the Peterborough, Marmora 
area to send fraternal delegates will 
be sent out in the near future ac- 
cording to Stevenson. 

eeeeeeeeceremcecnnnt 

Parsley, often used to garnish fish 
sauce, grows best in moist loam. 
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SMALL COST 

Life $5,000.00 Medical Expenses $500.00) 
For period of 7 days, Premium $2.00 
For period of 14 days, Premium $3.20 


Other number of days and greater coverage 
proportionately 


E. T. Nayler 


Ss GENERAL INSURANCE 
Dominien Bank Bidg., Madoc, Ont. 
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Phone 135 


scamapome, gmat sasmnacesmanermenmee eee 


Chief Charles Lock- | 


ALL-HITE” 
STEEL ) 
IRONING TA 


It is adjustable to all 
heights. Seamless chro- 
mium-finish legs. Tip- 
proof, tilt-proof. Far 


i 
{ 


as 


p 4 STEAM-DRY IRON 
stronger than others. morpHy. NEW 1955 MODEL ZA-10 


More leg room. Use. it "Fatty, U 
standing or sitting, f  E RICHARDS “ses any tap water, 
either side. "Ventleted £17.95 . $19.50 fees Heat- 
top. Self-locking. Regular DB Reguer steam for vs We 


: Price rics, less 
Total Extra $ 45 wire mms 
Value 
: eB 
Drys clothes softer, fluffier than the sun. 


FOR JUST $1.98 
“+ AUTOMATIC 
lifting, lugging and exposure to the weather. 


Sav 
* ELECTRIC 
Makes every day a good drying day for you. 


DRYER 
See the New | JUST TURN THE KNOB TO 
Timed Contr | THE DRYNESS YOU WANT 
ruectric Daven | SOPs automatically. Only 


919" one control knob. Just set it 


and forget it. 
LONG TERMS COME IN AND SEE IT 


A ltt 


TROTTER HARDWARE 
Madoc, Ontario Phone 91 


You can have an EXTENSION telephone 
anywhere in your home for... less than | 


BS a day 


...in bedroom, hall or 
EXTENSIONS sove time, 


:..in kitchen or den, workshop or playroom—EXTENSIONS 


are convenient for all t 


guestroom—from attic to garage— 
steps and energy; provide privacy. 


he family, morning, noon and night! 


Call ovr Telephone Business Office for an immediate installation 


- Maatiigs, County 4-H Club Mem- io 
-lbers again provided keen competi- 
tion the Annual Championship 


in 


gath. Including | 
and potatoes. 
Hastings | 


October 
gilts, grain 
members of 


Friday. 
calves, 
twenty-six 


outo Western Hospital (1 year). 

‘Coroner for Hastings County 
Pome IRE Durham Street, Madoc. mite. 
In the Swine Club show, the Grand 


GL. MULLIN, M.D. C.M., |Chempion Gilt was 
L.M.C. old Harris, of Rfadoc. Harold's gilt | decorations. 
Physician aad Hurgece talon « withyone shown by John Sager, 

fat: UIA Madoc | stirling, and Douglas Farrell, Moira, | were Mrs. N. 

i i lwent through to the second prize | Mrs. P. Derry. The 

2 ys up in the Show. The final county | ly 
~ ERIC G. McCOY, D. Cc. age. at were as follows: First, 
CHIROPRACTIC PHYSICIAN Eennox and Addington, Secand, 
Third, Carleton, 


South Hastings. 
Fourth, Renfrew, and Fifth, Lanark: | 


leeeninnaem In a class of 80 calves from = 
counties of Frontenac, Hastings. | Mrs. Kel Kincaid and Miss Marion. 
H. J. McFARL AND ODUCTS Glengarry, Leeds, Prescott, and | | Robertson replenished the plates with BANNOCKBURN 
mr CO Prince Edward, Doug Burnside, of | sandwiches and small cakes. 7.30 p.m,. Evensong 
10 a.m. Stinday School 


Jack Vermilyea. 


Madoc, was second, 
In | w 


third, and Bill Vermilyea, fourth. 


Quality and Strength 
e show, 


P.O. Box 323. the same section of th 
Phone—Belleville 3158. calves of Ralph Detlor, 
——————————— Ross, Raeburn R 
ef Franks, also placed in the first 
G. FRASER, D.D.S., L.D.S. group, while the calves of Glen 
28 Broadworth, Ronald Heath, Allan 


_Burgeon 
Graduate of Toronto University, ‘Lic- 


eutiate of the Royal College of Dental 
Surgeons af Ontario 


Heath, Julia 
were all in the 
with none of the calv' 
third prize group. 
Billie Vermilyea is to 


) PHILIP RIVERS 


25 County. a ulated on being selected, ‘with one | pusy, Mrs. Jesse Reid was also kept 
other 4-H Club member a8 being ons | busy selling tickets on a beautifully 

Terms cum ont of the two top showmen in the grouP | gecorated cake, donated by Mrs. Kil- 1a ‘ 

@hene 160 © oc, of eighty. Although Billie did not| patrick, the lucky ticket being held . : 
c. J. FRASER win in the final showmanship COM-|). Mr. A. Kincaid. StINDAY, NOVEMBER 8 1965 
Hing Contractor petition, he was certainly © Seel| ‘Mrs. Blanche Keller and Mrs. Geo.| 30.15 a.m. Sunday School 
4, A Ce cter | Holes competitor and is to be congratulated | 53:1) convened the home cooking tab} 31.00 a.m. Holiness Meeting 

on his achievement. on which were pies of all kinds, tarts, 8.00 p.m. Wednesday, Prayer Meet- 


Possibly. the keenest part of the 


entire livestock show was the Hol- 


stein Group Competition, in which 
. calves from each 


Wells Cleaned 
Sen 132 ~Marmors, Ont. Phone 136 


ped, eS 
HORMAN E. EDWARDS, R. O. 
BUILDING 


there were 60 groups 


representing the Holstein preed. First 


MeCARTHY 
a while 


Phone 185 
Office Hours 10-12 and 2— 


: il 
Wednesday 10—12 with Bill Verml'y 
or ne and Ivan Phillips. Third place went Financially, it was 4 decided ‘ : 
CcOTT to the Madoc Club with Raeburn | o.ccess. Y 
G. re WONNA Robinson, Allan Franks and Douglas 
* b . os 
£17 Pinnacle St. _ Belleville | Burns“. The Stirling 4-H Calf Clu>| COOPER AND REMINGTON |” 
placed sixth with Raymond Ross, GIRL’S CLUB 
Telephone: 1486 ." 
dieurs: 9.00-12.00 a.m. , Ralph Detlor and Ronald Heat 
te 1.30-5.30 p.m. | These showmen are to be congrat-| ‘The first meeting of the Cooper) WINTER F AIR 
ulated, for it is quite 4 feat to be in| ..4 Remington Girl's Club was held | 
MADOC LODGE, 1.0.0.F the top 15 let alone place 2nd, 3rd at the home of our leader, Mrs. TORONTO, NOV. 11-19 
NO. 179 and 6th. Allan McCoy, on Saturday afternoon, eatin ionsientnt & o tte 
@ect in Oddfellows’ Hall first and| In the Grain Club Show, in se) October 15. The meeting was opened | FARE AND ONE-HALF 
third Wednesday of each month at | petition with 56 other er of gx by singing, “I Whistle a Merry on THE ROUND TRIP 
8 p.m. ney Oats, Eric Emerson, rom the | mnune.” ; pete On : 
.10th—1 5 
Visiting Brethren Welcome B.C.LV.S. Grain Club, was first and| ‘rhe officers were elected as fol going—Nov, 10th—19th incl 
Ronald Hamilton, second, While Doug-|iows: President, -' Beverly Graham; Return—Leave Toronto not later 


D. C. Drinkwalter, 
RS. 


Charlies Warren, 


N.G. Stirling, was ninth, and 


las Detlor, 
B.c.1.V.8. 


Jack Vermilyea, from the 


Club was eighteefith. 
In the . Late Potato | Section, Ed- 


mund Hickey, Bird's. Creek, Was 
first; Jack Hickey, ‘Bird's Creek, 
second, while Orville Burlanyette, of 
Maple Leaf, was fourth, and Ted 
Burnside, Madoc, seventh. 

The Hastings County Council has 
given & small grant towards this 
show in the past as well as this year, 
and we know that the 4-H Club 


cement 


Money to Loan 
Agent for fire and accident insurance 
Office in Baalim Block, Southernmost 
Brick Block on Durham Street. 
Open Wednesday, Thursday, Friday 
and Saturday. 
Office in Bancroft epen Tuesday. 
senna 


ZONE COMMANDER 
VISITS MARMORA 


FARMERS 


Prompt, Sanitary Removal of 


DEAD or CRIPPLED FARM 
ANIMALS 


Highest Prices for Old Horses 


Mrs. Charles " Jeffs, Belleville 
for Slaughter and Dead Stock. 


Legion Auxiliary Zone Commander, 
the guest speaker at the 9th 
of the Marmora Auxil- 
Other members of the 
Belleville, Madoc, and Tweed Auxil- 
jaries were present as guests. Up- 
wards of 70 members enjoyed a4 
turkey dinner and entertainment. 


he 


waa 24-hour a day service 


anniversary 
jary branch. 


7 Days a Week 
Phone Collect 


JACK MONTAGUE 
| Phone Hastings 71-W 3 Collect 


tia LEADON A OOO 
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COME TO 


Jack’s Appliance Shop 


PHONE 437 
ORDER YOUR CHRISTMAS TEL EVISION NOW 
Many From 


PHILIPS, SPARTON, PHILCO, FAIRBANKS, 
MORSE, R.C.A. VICTOR. HALICRAFTER 


These sets feature 
More Power, transformer power 
Distance Booster, C: Tuning 


DUO THERM AND QUAKER OIL BURNERS 


Some small items te have laid away are: 


} “ 4 
Pow erful Nets to 4 “hoose 


‘2 4)*% 


t scade 


Radios, Electric Fry Pans, Sandwich Toasters, Clocks, 
Mix Masters, Water Heaters, Irons, Portable Electric 
Mixers, Record Players, Toasters, Kettles, . Vacuum 
{ ‘les aners.: ; 
De your shopping early. 
A small deposit will held any item till Christmas 
You get your money back, when you deal with Jack 


On Wednesday 
Chapter Order of the Eastern Star, 


Show at the Ottawa Winter Fair, on | No. 143, held its annual bazaar and 
afternoon tea in the Masonic banquet 
hall. The guests received a gracious 
welcome from 
County 4-H . Clubs exhibited at the|Mrs. E. T. Nayler, 
Matron, 

The hall was 
exhibited by Har- with bittersweet 


- Pouring tea during the afternoon | 


ed with a bow! of white chrysanthe- 
mums, flanked by two tall candelbra 
with tall, white tapers. 


Dafoe and Mrs. A. Mackenzie, while | 


the | table which was well laden with all 
Raymond | kinds of fancy work, from lace and | 
obinson, and Allan | qrawn work articles to pot holders; 
prize _ large and small, and socks | 
something to suit every body. 


Savage and Ivan Phillips | | of the apron rack 
second prize group, | aprons, large, fancy and sm 
es being in the) thing to please everyone's 


be congrat- | elephant 


home-made 
candy. 


ticket on the bow! of ‘mums. 
for the event. 


was spent with many visitors from 
Belleville, 55, Minerva, Tweed, Mar- 


mora and Deloro. 


eee 


retary, <iTevVa Yar ties, 
der. Jean Moorcroft. 


vag Sees 


afternoon, Madoc 


seconded by Leah that this slate of 
officers be accepted. 5 
We decided to hold our meetings 
the Worthy Matron, / at the homes of the members. The 
and Assistant | next meeting is to. be held at the 
Mrs. Jack Baker. = Mavis Bird, on Saturday 
tastefully sang PT October 22. The asistant 
and Hallowe'en} hostesses were Beverly Graham and 
| Gloria Parks. 
Mrs. Graham, our assistant leader, 
Broad. Mrs. Licyd and) cecal lll On 


table looked love- | 
ST. JOHN’S ANGLICAN 
with a green lace cloth, and centr- CHURCH, MADOC 


SUNDAY, NOVEMBER 6, 1955 

| 11. am. Choral Eucharist and 
Armistice Service 

945 a.m. Sunday School 


of 


Serving the guests were Mrs. R. 


Mrs. Kilpatrick and Mrs. Cc. Derry 


charge of the fancy work W. Giovetti 


ere in Rev. 


a 


PENTECOSTAL SERVICES 
' AT THE 


ORANGE HALL, MADOC 


SUNDAY, NOVEMBER 6, 1955" 

10 a.m.—Sunday School 

11 a.m.—Morning Worship. 

7.30 p.m.—Evangelistic Service 

Everybody Welcome 
Rev. 


Mrs. Gordon Lloyd was in charge} | 
with all kinds of| 
all, some- 
taste. 


Mrs. Oxley presided over the white 


table and was kept quite} R. H. Johnson 


buns and home-made | ing 


Rev. P. C. Bennett, Pastor. 
Mrs. T. H. Rupert held the lucky 
MMMM lll Cll ACD 


Mrs. D. Kernohan was treasurer | 


SPECIAL 
LOW RAIL FARES 


TO THE 


A most pleasant social afternoon 


than midnight, November 20th, 
members appreciate this support. 
The actual cost to the Ottawa Win- 
ter Fair, including transportation of 
members and livestock, meals and 
lodging, as well as prize money, is 
between $400 and $500 per county. | 
They are certainly to be congratulat- 
ed on the interest they are taking in 
promoting 4-H Club work in Eastern } 
Ontario. | 


FREE CHECK | 
of OIL FILTER 


OFS INTER A 4 


NCANADIA! N 
NATIONAL 


THIS 


MONTH’S 
SPECIAL 


PROTECT 


your engine 


\ & win a 


| 
| CHRYCO 


ete, 
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MICRONIC OIL FILTER 
Lea 


Chryco micronic oil filters .. . 


Vv Filter out 4 more dirt! 

¥ Provide up to 950 sq. ins. 
of filtering area (conven- 
tional types have only 69)! 


Get your FREE Oil Filter check-up NOW! 
INSIST ON 


CHRYCO FARTS’ 


THEY'RE GUARANTEED 


CHRYCO is a tredemark of the Chrysler Corporction of Canada, Limited 
= CHRYCO PARTS AND ACCESSORIES ARE SOLD BY..3 


_ Pigden Motor Sales 


PHONE 330 — 331, MADOC 

| NIGHT ‘PHONES 

Chas. A. Pigden — 143 Harold Pigden — 426 
Doug Pigden — 158 


V Provide greater filtering speed ! 


V¥ Keep your car and truck engines 
running longer ond better! 


It was moved by Marijane andj demonstration of Flower 


ing practise, and. we were shown a Queen.” 
Arrange-| A dainty lunch was perved ty the 
met OE hostess. ; 
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Herd of the late Homer Hawkey, Indian River, Ontario 


Peterboro Fair Grounds 


‘Thursday, November 10 


1.30 P.M. 


Five Herd Bull Prospects, 9 Cows, 7 young Calves, 
5 open Heifers, 4 bred Heifers and 6 grade Cattle.. Ten 
of the head, sired by Indian River Prince Regent, owned 
by the Oxford Unit. Other Bulls used in service — 
Indian River Regent Patrick and Catherwood Domino 


19E (Kariman bred Bull). 
Catalogues on day of sale 
MRS. HOMER HAWKEY, » ERNIE O'NEIL, 


Proprietress. Auctioneer, 
Denfield, Ontario. 
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Take a . 
Geiger Counter 4 
Hunting : 
$38.50 yg 
Pigden’s Radio & TV 4 


gc service is a fact om Not m promise. 


+ P. 


BELLEVILLE THEATRE GUILD 


Presents 


THE NATIONAL: 
BALLET GUILD 


OF CANADA » 
AT THE 


B.C.1. AUDITORIUM 


MONDAY, NOV. 14-8.30 p.m. 


— LES SYLPHIDES 

-~—~LILAC GARDEN . 
PROGRAM . 
— OFFENBACH IN THE 
UNDERWORLD 


Tickets $2.50 - $2.00 - $1.50 each 
Mail Order Box 91, Belleville — All Seats Reserved 


GET YOUR TICKETS. EARLY! 


FOR THE WORST 


WEATHER 
EXTRA TRACTION 
GREATER SAFETY 


et 
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WALK THRU SN 
WADE THRU aie 
GRIP OW ICE 
QUIET ON 
PAVEMENT 


0 morro’ ; | ou the October motion a i Sd Sa? Hae Bi RATATS FS Bee a a —_— —— 
* | art's IR : ; tray, a 

bers i a ete poate any Several car-loads of W. 1. ladies ua Moki os wl aan | 
present. | visited Mr. and Mrs. A. Herri whi ; — = 

e The roll call was “Discipline—To | at their tastefully st em ee all the members had signed 
|\Spank or not. to we ty deco home. their names, a toke 
| opinions were vo! as Sra gc —a October 22, to pay their perusal when m =—s - be kept for) 
ic with the maj-| kindly respects to this Hine a eae any have moved else- 


ca SSS 
a eae _ 


Royal 
Agricultural 


oO 


= PHOTOS BY CARSON'S MOBILE STUDIO, Port Hope 


a F 4 

: é pe ee 

; lority feeling that disciplinary mea- on the auspicious occasion of their 

+) ‘sures must suit the child, but most | “Fiftieth = i 3 a nae 

: \ agreed with the president's quota Amatvereary’.  Darounies ue —— | 

) tion —- “A. well-epplied spank songs by practically all their sons and Among the western ; INTER F AIR ay 

| proper place at the proper time hel daughters, and almost all their! ada leads in the sen ane ae TO NO 

best 3 proper time helps granddaughters, it was a happy and | and asbe - j Te eae oa gpl! Soa 

: a great deal. |proud day for the happy, active asbestos; is second in aluminum, | FARE AND ONE-HALF 

| The treasurer reported that a couple whose wonderful watiien sis gold, sinc, cadmium and platinum: | FOR THE ROUND TRIF 
third in silver and barite: fourth in | Good Going — Thursday, Novem- 


BAY 


| cheque i P i j 
ta gre been mailed to pay for niversary was being joyfully remem-| copper, lead, ai 

‘the two dozen cups purchased. | pered with the’joyful wishes of every- pper, lead, and cobalt. ber, 10 to Saturday, November 
| Mrs. Fred Meraw made a motion one. : | 
5 

W.LO. : gold and gold ribbon bows in pre millio otal | 

| . pra n, about 13 per cent of total 

| delegates to the Ceylon World Con- dominance, were in profusion. . The government spending in Canada that 
i 


ference dainty refreshments, including a) ye@r. 


4 19th, inclusive. 

Spending by municipal govern- | RETURN — aces Toronto not 
later than midnight, Sun. Nov. 
20th. 

Full information ftom any agent. 


teach “BES, eae eter 


Mrs. Allan Pigden commenced her Grafts: Home Nursing, Bookkeeping 
\Dairy Products program with 8 "These will begin on Wednesday, Nov- 
game. Mrs. Ernest Devolin gave ® ember 16, at 8 p.m., in Manioc. Regis 
Paes : ve + ° “* * ad 
paper on ‘What's Wrong with the tration will be at 7.30 p.m. and the 
| Cheese Industry.” Mrs. Pigden told fe. for the course will be $3.00 
oe the accidental discovery of cheese Typing will be taught at “Tweed 
: weed, 


: 

Mrs. Leonard Trotter reported on wedding cake, were all capably 

| . ithe evening session of the Ares Con-' served by daughters and grand- In the month of July, Canadians 
3 in 2 | vention. She told of the ——— daughters of the esteemed couple. spent $126.7 million on new motor | 

te | recognition given the Hart’s-Rigg’s, Asa small, but sincere token of vehicles, an all-time monthly high. | 

' | Area. i 

| Dressmaking, ©i] Painting, General é 


; 
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_ Fresh Meat 


mp * 
ij aa 
t : MAR -ypssepmemarans Ra) el Me MEL 1= a lana described the many varieties 
ot { Y LOU, 6 years; SUL Rampreenaes : * ‘ginning Tuesday, Nov 
| 1 y — of Mr. and Mrs. Lloyd Pogue, of ‘available today. Mrs. Harold Dale rig ng Tuesday, November 15, at HEAD CHEESE ...... 3 Ibs. f 
af : adoc, j outlined the food value of cheese and There are still a few vacancies } Ge Serie oe 
rote re are § y vacancies in A . ' 
if a ite proper methods of cooking and nos courses. The courses, that were a ewe . 30c Sliced.’ 27¢ in Piece —: 
PR storing. Two recipe booklets, one ON gronped because there aang t fe FRESH PORK HOCKS : 
P i s y oo few | 
a Semaoomie ORI st me ee ee entries, will have their applications | eee a wre ieee ++++ 23 Ib. 
in — eese were given eac transferred to another class. Pupils | AE PUR ok oa Rh ee ee eS HEF GS One 35e¢ Ib. 
| member. | will be notified where they are regis- 
i : | The debate on butter versus MAI sored ee RIB STEW BEEF .......... "see ee, oe eye ar “25 Ib 
t cal , Tov ci : ee ee: z 
garine was held over to the Novem- - ses A - 
| It was decided that the secretary SALMON i ety os ea wes .... 47c in Piece, 50c Sliced 


ber meeting. : : 
would = still y icati 
The president closed the meeting . ..9i) or a a _ : by | 
with a very suitable poem, “On the cjasses were full » Madoc, until) 
Farm” and in keeping with Dairy, —_ ae 
e would als 
Products Day, cheese and apple pie. ae a0: eee 0 hear from 
eee eaeedl anyone interested in a class in Basic 
Bsc English and Citizenship. 
ay Philo Harris, Pres. Jean Baile 
SAMUEL CRAWFORD ee — 
BANCROFT BOY, 8, ; 
BURNED TO DEATH 


An eight-year-old boy was burned 
to death and six other members of 
the family suffered burns of vary- 
ing degrees when fire razed the 
frame home of Mr. and Mrs. Regin- 
ald Crawford at Bancroft. 

Dead is Samuel Crawford, who is 
believed ~ to have suffocated in his 
bed as the mother and five other 
children, including 4@ four-months-old 
baby, escaped in their night attire. 

Mrs. Crawford was taken to St. 
Joseph's Hospital, Peterboro, where 
she is said to be suffering from ser- 
jous burns. In Bancroft Red Cross 
Hospital with serious burns is Mary 
Crawford, 14. Two other Crawford 
children, Cecil, 11, and Arnold, 3, are 
in hospital at Bancroft with less ser- 
icus burns. Shirley, age 10, and Cath- 
erine, four months, did not require 
hospital treatment : 

Mrs. Crawford and Mary are to be 
transferred to St. Michael's | 

| 


Madoc Frigid Lockers 


Phone 8&6 


GEO. FOX, Prop. 


eee SO accent lll LLL LLL LALA 


RICHARD ANGUS, 6 years, and MARY EDITH, 4 years: children 
of Mr. and Mrs. Angus MacKenzie, of Madoc. 
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in Toronto 

Mr. Crawford, who is working in 
the Kingston district, was not at: 
home at the time of the fire. | 

Fourteen-year-old Mary Crawford 
emerged as the heroine of the fire. | 
While the mother led the other mem- 
bers of the family to safety the 
young girl stayed behind and dropped | 
lher four-months-old sister and bro- | 
| ther, Arnold, into her mother’s arms | 
|from an upstairs window. The girl 
then had to jump for safety. 
The fire broke out about S20. ch 
near neighbour, John Wickens, Was 
awakened by the screams of Mrs. 

. ~ ® 


* 


HOW MUCH HYDRO | 
DOES ONE CENT BUY? 


no ner reagan aap: 


| 


~ 


. Crawford. 
Another neighbor, Mrs Leslie Twa, 
: ‘said she found the mother standing | i i} 
b- leoutside the burning home in night | 4 
fs : | at? . Y ‘ , ' * ay 

. : # attire holding the baby. Mrs. Craw Based on the average cost 
E af p> | ford- was covered with blood and bad- of electricft a zs 
: SRC cane ee oe a es i tly burned. Ly o domestic : 
; JOHN HART, 2 years, son of Mr. and Mrs. Jack Kincaid, of Madoc. a awakened by Mrs) Customers Hydro | 

i\Crawford’s screams, Mr. Wiggins | municipalities — 


syned in the alarm The interior of 


ONE CENT WILL... 


ise Was already ablaze, and by | 


JUDY ELLEN, 20 months, daughter 
Genereaux, of Madoc 


Aceteline Welding, 


“a 
the ol 
}the time firemen arrived the flames | 
had broken t ug ie roof. rE , : : 
: nad broken through the 1 a run a washing machine 
4. S. Johnson and Dr. V. A. f 9) h : 
Lahinant treated the injured al Ban- | or 279 Hours 
oft Red Cross Hospital. Mrs. Craw: | ae y : 
ik, Satine Waire so ertticel that whe —provide TV entertainment 
j 24a te +s ‘ ’ La ebhadvo Sigh sea | Pee ‘ 
noved t hospital at Peterboro. | 401 4\¢ hours ‘ 
iy of the dead boy was re-| : s a 4 
i tte! the flames died down —Ppl ovide refrigeration 
It was found by Jack Brown lying | for 20 hours 
on the remains of his bed. P 
vas the second time mn two | —operate an electric clock ‘ 
years that the Crawford family have} for 431 hours 
been burned out with the loss of their | 
home and household possessions | —light a 100-watt lamp 
Origin of the «éire unknown. | for 824 hours 
There had been no fire in the stove, | 
and the familly was said to have re- ‘ 
tired early on Friday night. All that for just 5 cents! 
SER Where else will your nickel 
NIGHT SCHOOL do so much? 
EXECUTIVE MEETS 
The Madoc Rural Night Scho | “4 
: ‘ : executive met to discuss the classes | 
a on am for the coming year { 
or Tire y  » . f 
‘ st popuiatl courses Were: } 
Electric Wiring, | 


bid 


e 


i 
t 
; 
' 
§ 
| 


~ 


Send.cheque or money order, with 
self-addressed envelope to: 


“Dear Anne Hirst: Over 4 
year agp I married a widower 
whose first wife died a tragic 
death, and 1 am bewildered as 
well as shocked by his apparent 
determination to live his life 
with her over again. I honestly 


_ feel the whole house is haunted 


by her ghost, and I seem to be 
regarded as an nterloper by his 
relatives. I am sure my husband 
loves me, but I am also sure 
he has no idea how I am hurt 
by his daily references to her. 
Tt is almost more than I.can 
stand. 

*Fyerything in the house reé- 
minds him of her, of course. and 


I understand ‘that. But why 
must’ he describe why and 
where they bought an antique 


chair, and how much she loved 
it? Is it fair that clothes she 
wore hang .in my closets and 
pieces of jewelry are still in 
her box on my dressing-table? 
Our evenings usually are spent 
in reminiscences of trips they 
took and wonderful people they 
visited including her close 
friends, to whom he still writes. 


“] seem to resent this more 
as time passes, perhaps because 
I took it for granted we were to 
have a normal married _ life. 
How can we, when he persists 
in recounting the past? Why 
can’t he keep it to himself? Or 
am I being narrow-minded and 
jealous” 

; “SECOND WIFE.” 
JNDULGES HIS GRIEF 


I wonder with you how an 


a 

* intelligent man can be so cal- 
* ous as to force his present 
* wife to share memories of his 
* first marriage. His lack of 
* irhagination and sensitive feel- 
* ing is appalling. his confi- 
* dences are mentally cruel — 
* and no one would be more 
* amazed to hear that than the 
* man. himself. In his thought 
* and acts he is keeping the 
* dead woman alive, never 
* dreaming how he is torturing 
* you. If you had been married 
* before, how would he enjoy 
* incessant talk about your first 
* husband? ’ 

* ‘The kindest thought to hold 
* js that your husband does not 
* realize what he is doing to 
* you. If he is aroused. to it, he 
* will be -careful to keep his 
* memories to himself; in sheer 
* decency he can do’no less. A 
* 
* 
* 
* 
* 
* 


THE ROYAL 


AGRICULTURAL 


@ Cooking 


FRI. MOY. 11th TO SAT. HOV. 18th 


WINTER FAIR 


ROYAL HORSE SHOW 


Evenings $3.00 — $2.00 
Matinees, Weds. and Fris.. $1.00 


Saturdays $1.50 


ROYAL AGRICULTURAL WINTER FAIR, 
ROYAL COLISEUM, 
TORONTO. 


<i eeeineeente tt LO LOE NNN 


General Admission: 50¢ 


EUM toronto 


room but I expect he did 
* not think that far ahead. 
* Try to plan leisure hours’ 
*so you will spend some of 
* them in emotion-relaxing con-, 
* certs. plays, visiting friends 
¢ (including your own). Too 
* many evenings at home will 
* naturally remind him of the 
* past; when you are alone 
* there, guide the conversation 
* to ‘other topics — holiday 
* plans and other events inter- 
* esting to you both, Entertain 
* his friends as often as con- 
* venient, so he wills see how 
* much they admire you and 
*how well you. fit into their 
* group. 
. It may be that your hus- 
* hand married too soon after 
* his wifes death; if he had 
* waited longer he would be 
comparing his life today with . 
the dark loneliness he experi- 
enced living by himself. Per- 
haps if he reads this opinion, 
he will better understand 
how you feel. Explain that 
‘only because you loved him 
you did not protest earlier; 
you love him still, but now 
you want a life with him 
alone, unhaunted, (When he 
comprehends how you feel, I 
think you can trust him to 
handle his relatives, too.) 
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“NOW I KNOW!” 

“Dear Anne Hirst: I'd like to 
give my idea oR married men 
who seek companionship away 
from home... About year ago~ 
I met a lonely, discarded hus- 
band. I--sympathized* with him, 
we went out often together, and 
(of course) I fell in love. Our 
friendship. wasn’t cheap, it was 


wholesome and dignified. We 
planned our future. 
“All my time, all my love, 


were wasted ... he went back 
to that wife who tossed him out 
of his home whenever she 
pleased... 


“Hence my idea: Let us girls 
who are attracted to married 
men send them back home 
where they belong. If they have 
any problems with their “ter- 


‘rible wives” let them seek ad- 


viee from higher authorities. 
ONCE BURNT.” 


~ + e 
For a husband or wife to 
dwell on memories of a first 


marriage is sheer cfuelty. Lock 
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SEPARATED — Movie comic Dean Martfn was helping out in the 
high jinks at the Hollywood premiere of “The Desperate Hours” 


when he got a phone call from Palm Springs. 
formér cover girl Jeanne Bigg 


ers, with word 


it was his wife, 
that their legal! 


separation Kad gone through. Martin says “neither of us has any 
plans for a divorce.” They gre shown. here during less desperate 


hours. 


| OGINGE 


RFARM 


4 ~Gwendoline P. Clarke 


This is Thanksgiving Day A 
big day for Canadian families. 
I imagine we are just as thank- 
ful as most people for “the 
bounty of the earth” but yet it 
is one season that we have never 
made a point of celebrating— 
that is to the point of having 
Thanksgiving dinner and all the 
trimmings. Partner and I were 
invited out to a turkey dinner 
but we preferred. staying at 
home to travelling the high- 
ways, crowded with slap-happy 
motorists. Bob and Joy have 
gone to Cornwall for the week- 
end.but Dee, Art, Dave and an- 
other little boy were -here yes- 
terday. Also friends from the 
Guelph district and they all went 
home: loaded down. with apples 
—Greenings and Spys. | think 
between. them they stripped the 
trees. The apple crop this year 
is wonderful. In fact, when you 
look back, it has been a good 
fruit year all round. I suppose 
most housewives, like myself, 
are finding it quite a job to lo- 
eate even one empty sealer. 


l am writing this column from 
a sunny south room upstairs. 
We have not yet started using 
the furnace because we find the 
south side of the house, with 
the sun streaming in, is warm 
enough, while the kitchen stove 
keeps the north and west sides 
of the house quite comfortable. 
After all why bother fussing 
around with a furnace until you 
have to. So long as the furnace 
is all ready to go at a minute's 
notice, that is all that is neces- 
sary. It will get plenty of use 
later on. Every time I go down 


man of finer feeling would the door on the past and shield cellar I look at the bulging 
have distributed his wife's your present mate from what bins... it doesn’t seem possible 
possessions among her rela- | has been. Anne Hirst’s counsel we shall use all that coal before 
tives and friends and taken | will comfort you. Write her at warm weather comes around 
care that none romeine’ in | Box 1, 123 Eighteenth St., New again. In their new three-storey 
the house, especially in your Toronto, Ont. | house (new to them, that 1s) 
cee sea 
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SOME PUNKIN! 


World's bigges! “jack-o lantern” 


“See ee 


ede and 


Californio’s plont. Each Halloween season, the company points 


brilliant orange and gives ' features 
Eyes ore 18 feet long. The tank is so situated that i 


lighted ot night, its great gr 


The mouth is 


aur y 0-7 


cs nmin tins nn ace acetinde? een d 


is this huge storage tank at Union Oi! 
the ordinarily 
73 feet long with teeth four feet squore. 
can be seen for miles across country 


at 


white tank a 


Fiood- 


ake a drinking driver swear off. 


een een tL 


- Dee 


and Arthur haye a stoker- 
furnace and they~ think they are 


going to like it better than the 
soil furnace they had in the 
other house — niore economical 


too. So many ways to heat a 
house — and most people look- 
ing for a heating system that 
ensures the least possible amount 
of work. A far cry from the days 
when the majority of houses — 
country homes, anyway, were 
heated with only the kitchen 
range and a pot-bellied stove in 
the “parlor? — and rhaps a 
box-stove or Quebec ‘heater in 
the dining-room. Those were the 
days when a pile of dry wood 


was our greatest treasure — 
preferably hickory, oak or ma- 
ple — remember the lovely 


smell that came from burning 
hickory bark? Occasionally the 
housewife would. be faced with 
nothing but green elm or apple 
wood. And then the fire would 
smoke and smoulder and the 
oven wouldn’t get hot, and 
there would be frequent trips 
to the chipyard so as to get the 
potatoes boiled for dinner. Too 
many chips and sometimes the 
stovepipes would catch fire Ah, 
ves, those were “the good old 
days”! Don’t you sometimes 
look back and wonder how we 
ever survived? I do. 


But every age has Its prob- 
lems. At present we are faced 
with diminishing farm incomes, 
increased cost of production, 
high cost of labour and essen- 
tial services, speed on the figh- 
ways, and increased fees for 
hospitalization. Apparently it 
is only a matter of time before 
some kind of Health Insurance 
will be inaugurated, whether at 
the national or provincial level 
remains to be seen, It. too, will 
have its drawbacks. But yet a 
uniform scheme of some sort 
will eventually have to be work: 
ed out. At present wage-earn- 
ers are pretty well looked after 
But what protection is there for 
the farmer and_ his family- 
True, they may subscribe to an 
independent form of hospitali- 
sation but farm people seldom 
so to hospital if it can be 
avoided and hospital insurance 
doesn't cover the cost of illness 
in the home. And, as everyone 
knows, a person can run up big 


medica! expenses without ever 
eoing near a hospital. Except 
on a farm, this creates 4 situa- 
tion whereby patients, instead 


of staying at home, go to hos- 
pital as the only means of col. 
lecting insurance It . ig one 
reason why our hospitals are 
over-crowded. A national health 


cheme to assist with the fin- 


wncial home-treatment of pa 
tients would be a step in the 
right direction. Two years ago 
when Partner broke his collar 
hone there was naturally a big 
ioctor’s bill but not one cent 


from insurance a‘ 


noi im the ho pila: 


aaawe we SS FF Se 
ed after. but the middle class 
person pays his account without 


‘ aesistence, often as 3a result of 


selling cattle he should keep or 


raising a mortgage on the 
farm.” ; ‘ 
Well. Health Insurance’ be 


longs to the future. Now sup- 
posing we look back a year 
Just about this time “Hurricane 
Hazel” hit Ontario. Remember 
Raemore Drive .. . and the In- 
ternational Ploughing Match 

and all the instances of major 
and minor damage in sO many 
localities? . By comparison we 
have every reason to make this 
a Happy Thankssiving week 


ened 
‘ 


CAT STUFF 


The old comedy team of Moran 
and Mack had a cat routine that 
always won a solid laugh. Moran 
claimed that he owned fifteen 
cats, and therefore drilled fifteen 
holes in his dining recom door so 
he could get rid of them whep 
he desired. “But one hole would 
be enough,” Mack pointed out. 
“The cats could exit one by one.” 
“Nothing doing.” concluded Mo- 
ran firmly. “When I sav ‘seat’ 
I mean ‘scat””’ 

A pedigreed and very expen- 
sive cat was shipped from Phila-’ 
delphia by overnight truck to a 
purchaser in New York. The 
driver later confessed to Michael 
Gross, the poster artist, that 
while he was bumping along the 
cobblestones on Eleventh Ave- 
nue, the jarring loosened the 
cage in Which the cat was con~ 
fined. With one mighty leap he 
was off, highstailing. it up the 
avenue. Shouts of onlookers 
alerted the driver, who instituted 
an intensive cat-hunt, but to no 
avail. 

All he found was a scurvy- 
looking scavenger in an alley 
Figuring that all was lost any- 
how, he collared the unsavory 
specimen, shoved him into the 
cage, and delivered him to the 
purchaser.. Here’s. the pay-off. 
To this day the purchaser, evi- 
dently highly satisfied with his 
alley t. has never registered a 
single word of protest! 

The late Al Jolson had a cat 
which he told his friends was 
worth $5000, Came the day when 
he decided to sell the animal, 
and the skeptical friends waited 
eagerly for him to return from 
the pet shop and disclose- the 
selling price. “Did you get the 
$5000?” they jeered. “Certainly,” 
answered Al. “Did. you think I 
was kidding you?” “Show us the 
dough,” demanded the friends. 
“Well,” admitted Al, “this pet 
shop fellow happened to be a 
little short of cash so he gave 
me these two $2500 dogs in- 
stead.” 


Roses are red; 
Violets are blue. 
Orchids are $15.95. 
Will dandelions do? 
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of business machinery. The head 
of the firm: marched the visit 
ing group from one mechanical 
marvel to another, and once the 
ground floor had been covered, 
led the way to the elevator. One 
of the other occupants of the 
elevator was & beautiful young 
blonde. Halfway to the 

floor, the blonde suddenly jump- 
ed two feet in the air, 
squealed, “Yipes!” The leader of 
tHe delegation nodded his head 
and said with great satisfaction, 
“Tm certainly glad to note that 
at least one thing in this build- 
ing is still done by hand” 


Roses in Color! 


603 


bry Caura Wheeler 


Crochet roses fh color . to 
decorate this beautiful new dolly. 
They stand up in lifelike form 
against their lovely background. 

Pattern 603: Lifelike roses cro- 
cheted in color! Larger doily 21 
inches in No. 30 Mercerized. cot- 
ton; smaller one to match. 

Send TWENTY-FIVE CENTS 
in coins (stamps cannot be ac- 
cepted) for this pattern to Box 
1, 123 Eighteenth St., New Tor- 
onto, Ont. Print plainly PAT- 
TERN NUMBER, | your NAME 
and ADDRESS. 

LOOK FOR smartest ideas in 
Needlecraft in our Laura Wheeler 
Catalog for 1955. Crochet, knit- 


ting, embroidery and lovely 
things to wear. Iron-ons, quilts, 
aprons, novelties — easy, fun 


to make! Send 25 cents for your 
copy of this book NOW! You 
will want to order every new 
design in it. 


STITCH NEW SHEATH LOOK FOR FALL INTO WINTER 
The sheath is Fali’s fashion darling for street as well as 


evening. 


parade, 
stitched in a Sewing Center 
inexpensive a dre: 
machine. 


Pattern 4683: Misses’ 


45/8 wards. 39-inch fabric 

Send thirty-five cents 1n 
name and addi tatine number 
123 Eighteenth £t. New ‘Too 


‘ 
} 
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12, 14, 16, 18, 20. Size 
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When you can make your own of beige viscose blend 
for only $6.00 trom Anne Adams Pattern 4683 you can 


lead the 


This version featuring the new side button detail was 
to show you how good-looking and 
vou can have with the help of your sewing 


16 takes 
postal pole with your printed 


oL Pa mm j io Cox i, 


f 
: 
| 
; 
L 


fong-stridin 


é New Glasgow, the sporting little town on the east coast 
of Nova Scotia, probably deserves an assist, or some other 
in the background of little Joe. 
Glasgow he went after he left home, weighing 100 pounds 
‘with $2.00 in his pocket, and took over Dudey Patch. an 
ll-year-old, that was owned by the Dudey Patch Club, and 
60 was a sort of community horse. 


O’Brien cured this horse of quitting by kindness and 
drove’ him te the Canadian championship. Thus he came 
inte national attention fer the first time. 
— 135 pounds and stands 5 feet 6 inches. In the United 

alene he won $1.347,485.67 in purses, not including the 
racing successes of the present year. 


Palin, a famous driver who won the Hambietonian 
tor Castelton Farms, wanted a 
ive pacers. 
after. Little Joe 
pace dian Land He 
. quickly snatched: 5 " the wealthy Californian Sol “amp 
n 1954. he drove horses into ¢°°° 77720 
purses, headed by Scott Frost, picked up at. the 
Seott Frest was among the few 
ear-old trotters to go a mile in 2.00 flat. 


His dad in Alberton tells ot the first race Joe ever drove. 
_ “My own dad,” said Joes’s father. “didn’t race horses. But 
he had # fine trotter and some challénges were thrown at 
him. Dad wasn’t interested, but Little Joe snesh>* the horse 
eat of the stable, drove him against one of the challengers 
im a race on which considerable 


credit-mark 


: 
’ 


with 

man who could train and 

and not lon 
with 


-went-on to fame 


worth of 
—. sales for $8,000. 


and won tt.” 


Your comments and suggestions for this column will be welcomed 
by Elmer Ferguson, c/o Calvert House, 431 Yonge Si., Toronto. 


Calvert.oisciices LIMITED . 


AMHERSTBURG. ONTARIO 


How To Bag 
A Bird ‘ 


aeenceaneerme meer eT 


Here, surely, is the strangest 
sport of all — shooting eagles 
from an aeroplane! It is some- 
thing Australian woman pilot 
Mrs. Charles Walton has had to 
yesort to in order to help a 
friend whose sheep farm has 
been the object of attacks by 
wedge-tail eagles. 

Before her marriage Mrs. Wal- 
ton was Nancy Bird, one of Aus- 
tralia’s most distinguished wo. 
man pilots. Recently she was 
staying at a 55,000-acre sheep 
farm at Ennis Downs, 900 miles 
north-west of Brisbane. -_ 


Her hostess was bemoaning 
the loss of her sheep, so Nancy 
decided on an unusual course of 
action. She made openings in 
the side of her plane, so that 
she could fire shots through it, 
teck to the alr, and in her first 
euting “bagged” four eagles. 

Now owners of other home- 
steads have taken up the idea. 
Seven light aircraft are now Op- 
erated by station-owners and 
their wives in the Ennis Downs 
area, which now has four air- 
atrips, a service station, and a 
fulltime aeronautical engineer 


: 


UNITED GREETING - 


; Scott Frost to 
richest of al! trotting stakes. - 


oatMon when poe 
r 


tue Calvert sports covumn 
by Elmer Ferguson 


® In Prince Edward tislana’s Garden of 
the Galf, quiet Scottish tempers and 
normal blood-pressures rise 
Joe O'Brien is described as a native of 
New Glasgew, N.S. which he often is 
by major nev.s services. 


“* For Joe O biten, top driver in harness 
racing’s Roaring Grand. was born in Alberton, P.E.L 


‘it, was something of a comendence that, 
tennial Year.ot the isiana province, Joe O’Brien drove the 
victory in the Hambletonian., 


Needed Stimulant 


whene.er 


in this Cen- 


It was to New 


Little Joe now 


He hired O'Brien, 
won the $50,000 California 
left the Palin interests, was 


money was weeered — 


A familiar character on Wall 
Street some years ago was @ 
colorful broker named Pop 
Schwed. Pop loved nothing bet- 
ter than to reel off aprocryphal 
tales of his youth in the wide- 
open town of Goldfield, Nevada, 
jjust after the turn of the cen- 
tury. -There was. one hellion 
there, he recalled, who went ber- 
serk every time he had six drinks 
inside of him, which was usually. 
An itinerant medico persuaded 
him that if. he didn’t forswear 
all hard liquor at once he’d be 
dead inside of two months. One 
evening the reformed character 
was in the toughest dive in Gold. 
field, disconsolately. sipping. .a 
beaker of ginger ale, when a 
prospector sashayed to the bar. 
pumped his- faithless wife and 
her paramour full of lead, shot 
out the lights as a parting ges- 
ture, and vanished into the night. 
The paralyzed silence that fol- 
lowed was finally broken by Pop 
Schwed’s reformed friend. 
“Waiter,” he barked hoarsely, 
“for God’s sake! A double order 
of ham and eggs!” , 


REALIZED! 


Very few of us realize our 
boyish ambition. In fact a chum 
of ours has. He wanted to be- 
come a pirate when he was & 
kid. He's now a topnotch lawyer. 


Artist Antonio Frasconi shows his son, 


Pablo, 3, cover which he has designed for the United Nations’ 


Christmas card. Flags of the 


United Nations surround a polar 


projection of the world, symbol! of the Unilted Nations. “Season’s 


Greetings,” 


Fund. 


in five languages, 
folded card. Proceeds of card sa 


will be imprinted within the 
les will go to U.N.‘s Children’s 


‘ 


been on friendly terms. 


Po 


a red * Sia . 2 , , 


BY HER OWN BOOTSTRAPS 


— “Monitor” experimental craft 


built under Naval contract, skims across Lake Mendota, on 
hydrofoils. The ladder-like devices sUpply lift in the same fashion 
as do the wings of a plane. They raise the craft about 30 inches 
above the water when it is under sail. Monitor made a land 
speed of 30 miles per hour under a moderate (15 miles per hour) 
wind. H= trial speed bests that of the hitherto speed-queen of 


soil—the Catamaran. 


———————————— 


Jealous Lover Set Mad Bull On Rival 


A man was dismissed by his 
employer, so he burned the fac- 
tory down. A wife found her 
husband with another w man; 
she attacked her so viciously 
that her victim went to hos- 
pital. 

Revenge! 

Next to love and hate, and 
possibly fear, it is the most 
powerful emotion in the world. 
It destroys both reason and 
common sense, rouses primitive 
passions which civilized beings 
have learned to control. Carried 
to extremes it becomes a form 


incredible are the depts to 
which men and women sink 
when their pride is hurt. 


In a London suburb there is 
a girl who was once pretty but 
whose face is now disfigured 
with livid scars caused by re- 
venge—the viciousness of the 
young man she turned down. 
For several months the two had 
Then 
he asked her to marry him. She 
refused; he argued. At last to 
placate him she agreed . they 
would spend a final evening 
together. 


On the way home he flung 
vitriol in her face, miraculous- 
ly without damaging her eyes. 
“So much for your beauty!” “e 
jeered. “Now you'll never find 
a husband!” 


But vengeance needn't neces- 
sarily take the form of violence. 
A man I know ‘was intensely 
jealous of another who was ex- 
tremely popular. He spread the 
stor, that the object of his dis- 
like had been in jail for a par- 
ticularly wicked offence. A 
vicious lie, but it worked. In- 
stead of being welcomed as us- 
ual the victim found himself 
ostracizéd. Worried and puz- 
zied, he sought the reason, and 
was able to refute the horrible 
accusation. But mud sticks. It 
was too late to repair the 
damage entirely. 


One of the most frightful 
tragedies of revenge occurred 
in Arkansas. A farm-hand was 
sacked for associating with his 
employer’s youngest daughter, 
a girl of sixteen. He shot the 
father, the mother, the girl aer 
self, and her two younger Ssis- 
ters and brother. Then he com- 
mitted suicide. 

In a peaceful country pub a 


number of farmworkers were 
playing darts. Suddenly there 
was an argument. “You never 


could throw straight.’ one of 


them sneered contemptuously. - 
He was in a nasty mood, and 
the man addressed was quick 


to respond. “My aim is as good 


as yours!” he retorted aggres- 
sively, 

In a second he had his an- 
swer. The first man hurled a 
dart—but not at the board. I! 
eaught the other player full in 
the eye. 

Two cowmen figured in. an 
even worse case of revenge. 
Employed on the same farm, 


for several years they had been 
close friends. Then the farm. 
er’s wife engaged a new maid. 

It was the old story. She was 
young, pretty and very flirta- 
tious. The two men fell for her 


of insanity. Terrible and almost - 


charms, and were soon” suspi- 
cious of each other. The girl was 
highly delighted. The situation 
appealed to her vanity. 


The climax came when her 
two admirers were moving & 
bull from one stall to another. 
Normally it was reasonably 
docile, as bulls go. But “sud- 
denly it went mad, pawed the 
gound viciously, then charged 
one of the men with savage 
fury. 


The yictim was hurled into 
the air, landed heavily on his 
head—and died. It turned out 
that the other- man had deli- 
berately infuriated the bull by 
prodding it with a pitchfork. 
A -husband in a small Mid- 
lands town resented — of all 
things — his wife going to 
church. He himself preferred 
to potter around the garden or 
to read the Sunday newspapers. 
Occupations for which you 
would think his wife’s presence 
was scarcely necessary. Yet her 
churchgoing annoyed him. 

He hit on a plan. “No clothes, 
no church,” he thought. And so 
on the following Sunday the 
wife was unable to find any 
suitable garments. Her husband 
had hidden them in the potting- 
shed. 


She -was puzzled and then 
furious, guessed what had hap- 
pened. But the husband had 
underestimated a woman's de- 
termination. She beat him—by 
going to church in an old jumper 
and a pair of slacks. Asked the 
reason by her curious friends, 
she told the truth. They were 
sympathetic, and so was every- 
body else. Her husband became 
a laughing-stock. » 

In a very different case the 
husband received the sympathy 
and the wife the contempt. 
After a quarrel a Frenchwoman 
decided to teach her husband 
a_ lesson. 

While he slept, she sawed 
partly through his wooden leg. 
Going down the stairs the fol- 
lowing morning the unfortunate 
man felt his false limb give 
way, and he had a nasty tum- 
ble. At the top of the stairs the 
wife laughed maliciously Others 
were not amused. The wife was 
scorned by her neighbours. 

Then there was \the odd affair 
of the office-boy who was tick- 
ed off by the senior clerk, “I'll 


have my revenge, you beast,” 
he muttered darkly. Easy to 
talk —but how? The boy solved 


the problem—or so he thought. 
It was his job to fetch the tea. 
He put a large dose of salts in 
the senior clerk’s cup. 

The man took a sip, made a 
grimace, then caught the office- 
bov watching him, and became 
suspicious. Come here!” he 
growled. Then he forced the 
lad to drink th horrid concoc- 
tion himself—with dire results 

That revenge went wrong, 
but another inspired by a sim- 
ilar reason didn’t. Instead it 
resulted in a serious accident. 
An apprentice who had come 
up against the foreman re- 
moved the brake-blocks from 
his bicycle. The foreman ran 


into a car and fractured a leg. 


NAME 


ADDRESS 


SEND THIS COUPON for your FREE CATALOGUE 


which will sove you wp te 60% 
Haens, blenkets, wetches ond pewedlery 


en fever 


FRIENDLY TRADING DEPT Wi, 
10 ONTARIO W. MONTREAL 


SATISFACTION CUARANTEED Of YOUR MONEY REFUNDED 


clething, small-weres, fteys, 


bed 
4 


SA8% CHICKS 


en more people go to one Hatchery 
man for their chicks than to anothe: 
there must be a reason. [weddile 
quality first. generation broiler chicks 
and B.O.P. Sired special egg breeds ts 
one good reason. hen you act on our 

and purchase the right breeds 
for maximum egg preduction en the 
minimum amount of feed you are 
bound to make extra money. Write for 
full details, Also dual ourpose b 


reeds, 
} broiler breeds. turkey = 
older pullets 16 weeks to ying. 


S 


Catalogue ; : 
Twenet CHICK TATCHERIES LTD 
FERGUS ONTARIO 


BAI CHING €¢cs 
HATCHING eBes wentead DY One of 
Canada’s largest and oldest estabush 
ed hatcheries On some breeds exes 
taken every week m the year | arge 
remium paid For full detalia write 

» 138 23 Eiehteenth Street New 
Toronto (Ontario 


DEALERS WANTED 


turkey poults for 
oldest established Canadian Approved 
Hatcheries. Good commission pnid 
Send for full details Box Number §35 
123 Eichteenth Street New Torante 
Ontario 

cc 7~est 


"i 
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NEW Recap Snow 


600 2 16 
$13.95: 


fires. 


OVERSIZES! 


Dfess ehirts white and 
colours, sizes to @1. Trousers. over 
alls. windbreakers. underwear up to 
size 60. Appare! for tall men Refunds 
guarante Write for prices Lildor 
&278 Saint Hubert Montreal (9 


piain 


“UES So 
IT’S IMPORTANT — EVERY SUFFERER OF 
RHEUMATIC PAINS OR NEURITIS 
SHOULD TRY DIXON'S REMEDY, 
MUNRO’S DRUG STORE 
335 Elgin, Ottewe. 
$1.25 Express Prepaid 


POST'S, ECZEMA SALVE 


BANISH the torment ot drv eczems 
rashes and weeping skin troubles. 
Post's Eczema Salve. wil) aot disap 


ng eczema acne ringworm oimples 
and foot eczema will respond readily 
to the stainless odorless 
regardless of how stubborn or hope 
leas they seem ; 
Sent Post Free on Receipt of Price 


PRICE $2.50 PER JAR 
POST'S REMEDIES 


#8? Queen $1 €. Corner of Logan 
TORONTO 


OPPORTUNITIES FOR 
MEN AND WOMEN 


BE A HAIRDRESSER 
JOIN CANADAS LEADING SCHOOL 
Great Opportunity 


MAR DRESSING SCHOOLS 


VEL. HAIR 
$58 Bloor a W.. Toronto 


ranches: 
44 King St.. Hamilton 
72 Rideau St. Ottawa 


ker Dreuey 


“Now—easy does it!" 


OPPORTUNITIES FOR 
MEN AND WOMEN 


sacsncenstiteeetiiassnitenceaniniteniieniinsctacnimesmittt 
BEFORE ou: be sure and write 
for our tetest ee Catalog on 

rifies, etc. Large assortment 
Sportine Goods 806 Bank Si 


(Nttewa 
Ont. 


OVER 4° You can feel voung ete 
Try new wonder Vitamin. Rush 00 
for big Sune, Vitamin, Route Na. 6. 
Box 1068. Modesto, California. 
WOMEN EARN MONEY AT HOME IN 
¥ ve SPARE TIME: By re 


419 Metcatie 


Ave... 
Moatrea!l 


PATTEM SS 
FETHERSTONHAUGH & 
Patent Attorneys. 


600 University Ave 
all countries. 


Lam Ganhy 
Estabusaned 1890 
Terento Patents 


AN OFFER to evers inventor List of 
inventions «nha full infermation sent 
free The Hamsay Co. Regietereo Pat 
ent Attarneva 278 Rank St fttaws 


Work Dodger 


Occasionally 3 writer comes 
along who can sit down at a 
typewriter and bang out a col- 
umn or story: at will. Most 
writers, however, can think of 
more ways to delay getting down 
to their work than even a tem- 
porary kitchen maid. Lee Rogow 
cites the case of one Hollywood 
scenario scripter who simply had 


to have a job completed by the 


following morning. His under- 
standing wife disconnected thec 
phone, inserted a fresh page In 
his typewriter, grabbed both kids 
by the hand and left him in sole 
possession of the premises. They 
rode to the end of the bus line 
and back, saw a double feature 
at the nieghborhood movie, and 
came home at the tag end of the 
day to see how far Daddy had 
gotten. He hadn’t done too bad~- 
ly. As they walked through the 
door, he was just polishimg the 
last piece of their eighty-piece 
sterling-silver dinner set. 


rere 
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FESTIVE-guick fo fix f 


FAN TANS 


Measure into large bowl, 4 
c. lukewarm. water, | tsp. gran- 
ulated sugar; stir until sugar 
is dissolved. Sprinkle slowly 
with | envelope Fleischmann’s 
Active Dry Yeast. Let stand 10 
min., THEN stir well. Scald 


1c. milk and stir in 5 ths, granu- 
lated sugar, 2 tsps. salt; cool to 
lukewarm, Add to yeast mixture and 
stir in VY cup lukewarm water, Beat 
in 3 c. once-sifted bread flour; beat 
well, Beat in 4 ths. melted shortening. 
Work in 3 c more once-silted bread 
flour. Knead until smooth and elastic; 
place in greased bowl and brush top 
with melted butter or shortening. 
Cover and set in warm place, free 
irom draught. Let rise until doubled 
in bulk, Punch dewn dough in bowl, 
grease top and let rise again watil 
nearly doubled. Punch down dough 
and roll out, half at a time, into 
a rectangle a scant V4" thick; lift 
dough, cover with cloth and let 
test 5 min. Brush with melted butter 
or shortening; cut into strips 14% 
wide. Pile 7 stripa together; cut 
into 14" pieces. Place cut-side up in 
greased muffin pans; separate slices 
a littl at top. Cover and let rise 
until doubled in bulk. Bake in hot 
oven, 400°, 15-20 min. 


@ Always running short of yeast 
because it spoils so quickly? Ead 
this ouisance=-switch to modern 
Fleischmann’s Active Dry 

Yeast! Keeps full strength and 
fast-acting right in your cupboard 
no refrigeration! No new 
recipes~one package equals one 
cake perishable yeast in any recipe, 


Get @ months supoly! 


fike new. Apply Vera Embury, | Saturday afternoon. for tMneir sewn 

Madoc. 44-2 | meeting. Recs Marjorie Ashley, daughter of Mr. and | 

- casas ceiemaemaentatinisamamaigtanniaa Mr. and Mrs. Frank Alexander, ot | Bre. Albert A. Ashley,-of West Hun- | 

WANTED -—— To purchase a cottage | Tweed, visited Mr. and Mrs. Ed. tingdon, became the bride of Frank | 
on lake in Madoc Srea. Apply Box | Alexander, Supday. Thomas Tuck, son of Mr. and Mrs. | 
480, Review, Madoc. ; 44-1| Captain Phillip Ash, recently home 


R. Tuck, of Peterboro. The Rev. R.} 
en | from Soest, Germany, where he has|A- Rowley officiated in the double- | 
HG. ORMEROD, HEATING OON- been = serving with the Occupation "ime ceremony: 
TRACTOR, General Tinsmithing.| army, visited Mr. and Mrs. Arthur ae Vivienne cbegpier provided the | 
Repairs given prompt attention. | Holmes, Saturday. wedding music an rs. A. V. Bark-| 
Rhone 411 R 23. 38-8 Queensboro W.A. held their regu- | /¢¥» 45 soloist, sang “I Love You | 
eee | iar meeting on ‘Thursday afternoon | Truly”, “The Lord’s Prayer” and “O | 
APTY ES FOR SALB—Hend Picked | in the Sunday School Qyom. 
Applies. All Varieties. Apply Jim/| ytrs. David Lewis and Mr. Earl ; the register. 
Lahey. Phone 389 FR 2, Madoc, Or| Thompson, Picton, visited Mr. endl The bride, given in marriage by her, 
Phone 191, Madoc. 43-3 | Mrs. E.V.C. Lewis, Sunday. father, wore a floor length gown of | 
cooctinasearaeiiinaiit alla OA | Friends of Mr. and Mrs. E. V. C.! white nylon net over satin, featuring | 
2OsT — Black Wallet containing Lewis were sorry to hear that he a strapless lace bodice with a Chan- | 
Photos and about 45 dollars cash. |had to go to Hospital, Tuesday even- tilly lace jacket having a high neck- 
Reward. Finder please phone Belle- (ing. All wish him a speedy recovery. iline and long tight-fitting sleeves, 
ville, WO 8-9765" 44-1; A party was given, Friday night. ending in lily points over the wrists. | 
SA PIN er in honot of Mr. and Mrs. Allan Rol- Her fingertip veil of tulle illusion | 
SRANETOCK.— removed from your lins, who were recently married, in | was caught to a crown of seed pearls | 
farm promptly for sanitary dispo® | the Orange Hall. They were present-_ and rhinestones, and shé carried a | 
al. Telephone Collect: Stirling 553. ed with a tri-light and smoker. jheart-shaped bouquet of Bettertime | 
GORDON YOUNG LIMITED. Miss Jean Moore is a patient in roses, white baby ‘mums and lacelon | 
AMMO Belleville General Hospital where she with white satin streamers, knotted 
STOVE AND FUEL OFL-—For prompt | underwent an appendectomy opera- , with rosebuds. 
| @etivery phone Geo. Lummiss, | tion, on Tuesday. ‘Mise-Eleanor Wright, of Halloway, 
Madoc 268, Marmora 231 Collect,| Mrs. Dan Masters is staying with | attended the bride, wearing & floor | 
Distributer for Cijes Service Pil| ner daughter, Mrs. Ed Holmes, on length gown of pastel aqua net over | 
Co. . 38-tf | the farm. | satin, fashioned with strapless bodice | 
Clit | r. ahd Mrs. Jack Alexander and , having sweetheart trim of opalescent | 
QUEXNSBORO NURSING HOME— yirs. Wm. Cassidy spent Tuesday | sequins and matching bolero. She | 
, wind, competent care given all | afternoon in Belleville wore a headdress of matching mater- | 
Patients, Licenced, Rates Reason-/ pupils of Moore's School had @' jal, and carried-a nosegay of Gloria | 
 \ ge. Phone 357ré Madoc, Mrs. | Hallowe'en party, Friday afternoon roses with white and yellow pom | 
‘ jet Alexasider. 42-14. which the parents were invited. | ‘mums. , 
ee entnemesimeennerennnceecemnene, | QUECNSDOTO School had their party| Mr. Leonard Foster, of Peterboro, | 
PAIN OF RHEUMATISM, Sciatica, | on Friday evening. was groomsman, while Mr Ronald 
Lambago, can be helped by taking} Mr. and Mrs. Howard Broad, of Dunn, also of Peterboro, and Mr. | 
RUMACAPS. Recommended by | Oshawa, visited Mrs. Nan Broad, on ' yohn Bird, cousin of the bride, were | 
: thousands of thankful users. Ask sunday. ushers. 
‘ your Drug gist. sce Beatrice Snider, Tweed, spent Following the ceremony a recep- 
a eeneememeee |the weekend at the home of Mra. R.! tion was held at the home of bride's 
WOR SALE — Green Timothy and/,. Sager parents. Mrs. Chester Sills cateréd, | 


Alfalfa Hay in wire bales, stored| mr. and Mrs. George Sequin and assisted by Mrs: Harry Benson, Mrs. | 


Maide; also Oats. Apply Lioyd | daughter, Kingston, visited Mr. and Gordon Donnan, Miss Lois Broad: | 
Cooney, RR. No. 3, Stirling, Of | Mrs. Frank Barry, last week. bworth and Mrs. John Bird. , | 


Phone 777, Stirling. 43-4 his The bride’s mother, attired in air- 
cenit NCO } 
WOR SALE — 50 Deluxe Chev Coach. IN MEI {ORIAM | 


force blue wool gabardine with black | 
New car . condition. Has custom | po LEY — In loving memory of our Delight roses, received the guests. | 


- 


} 


accessories and a corsage of pink 
| 


radio, heater, etc. Winterized. will) dear father and grandfather, Wal- 'She was assisted by the bridegroom's | 
* pelt for $750., or can arrange) ter Foley, who passed away, Nov- mother, who wore mushroom beng- | 
terms. Good reason for selling.) ember 9th, 1954. aline faille, black accessories and a 
Phone 777, Stirling. 43- | No one knows how much we miss|corsage of Bettertime roses and 7 
ee A ou, feathered “mums. 
WOTICE — The Tailor Shop will be | No Hee knows the bitter pain, For the wedding trip to Niagara 
closed from 10.00 p.m. Saturday, | We have suffered since we lost you, Falls and of tour of New York and 
Novernber 5, to 8.30 a.m., Monday.| rife has never been the same. Pennsylvania States, the bride chose | 
November 14. Goin’ Huntin’, C. A. lin our hearts your memory lingers | a black and white checked suit with | 
Martin, Custom Tailoring, Madoc,’ sweetly tender, fond and true black and white accessories and a | 
Ontario. 42-3 There ‘a not a dav, dear father, corsage of red rosebuds and white 
ene el | That we do not think of you. feathered carnations. Mr. and Mrs. 
WANTED — Man for steady travel! yer remembered by Ted, Denelda, Tuck will reside in Peterborough. | 
among consumers in Madoc. Per- naje Paul, Walter. Cuests were present from Lindsay, 
manent connection Belleville, Rexdale, Halloway, Peter-| 
manufacturer. Only reliable hustler boro, Madoc, Bannockburn, Toronto, | 
considered. Write Rawleigh’s Dept. CARD OF THANKS Niagara Falls, N.Y., Harold and | 
K-272-151, Montreal, P.Q. Stirling. dy 

| 


eee I wish to thank the Madoc Branch 
FOR RENT — Three ‘Room Apart- of the Canadian Legion, the Old Vets 
ment in Wright Block, Madoc, | Association, Madoc A.F. & A.M., No. 
Immediate possession. Premises 48, and all those who sent. cards, 
ifts, Si specially Rev. Har- 
may be inspected upon application 8! hie and especially Rev. Har- twice: the greatest amount collected 
to Delbert Francis, at Stapledon's vey Good for his numerous .calls, jn any one-year during World War 
Garage, Madoc. 44-4 while I was a patient in Hotel Dieu py, : vr ? é 
Hospital. 


decree sateen 


Annual federal income tax collec: | 
tions from individuals are now nearly 
= t 


een 
AGENTS WANTED — to sell Excel- | 
Jent features of Personal Christmas 
Cards. Wide selection of hundreds Hehe EOS RPE 
ef different subjects. Samples on TENDERS 


‘request. MERCO P.O. Box 7%5,| ee 
Station eR cat ’ 41-6 Tenders will be received until Nov- 


Harry Govier. | 


% Wa = 
émber 15 for the purchase of S.S. No is y * 

"\the English School), grounds and 

ent, hot and cold water.|- | 
Apartm building or building alone. Tenders 

7 
‘ ’ , ’ 
Mrs. Mabel - Phillips, Phone 451J, ‘ed ‘Tender’. Highest or any tender Wy e have 
44-2 not necessarily accepted. "te KK 
Madoc. , Ear] Burnside, Secretary, | 
; 

Prompt Delivery. Apply, to ig sack ORCC ee : C ; ad 
reverton, Phone 215, Madoc, Dis- NOTICE — I won't be responsible aras 


dererneneccenni aa TT z : 3 
ror RENT .. Ground Floor, Heated, 8, Township of Madoc, (known as | 
* aS ; * 
. A i 
Suitable for two. Available Nov- i | 
ember Sth. Also 8 bedroom to rent. must be in writing, sealed and mark- 
Pe een nna é 
BrovVE & FUEL OIL, GASOLINE, | Township of Madoc School Area. } Yy a a es ; 
43-2 : 4 
Complete line of Ol! and Greases, | 
tributor for Regent Petroleum Pro- | for any debts contracted in my 
17-tf name by any one but myself. 


ducts. : > 
44:3 See Ghrdibn. Johnston’s Rexall Store 
COURT OF REVISION — Court of | m — | 
RR AR <= AE EE cette eee ST STN eS 


Revision for the Village of Madoc | 
will be held in the Council papel, 
bers, Fire Hall, Madoc, on Monday, | 
November 7, 1955, at 7 p.m All | 
appeals will be dealt with at that) 


Gime Fred Curry, Clerk. 43-2) 


Fall Clearance Sale 


Pick-up Tracks | 
1952 — % TON FORD | 
1950 — 1% TON DODGE | 
| 1951 — 1-TON G.M.C, PANEL 


| Hunter's Special 
| 1951 — AUSTIN STATION WAGON — ONLY $395.00 
| 


WANTED 
BASSWOOD AND POPLAR 
OGS 


Highest Prices Paid 
Qottmg Contracts Offered 
BOX VENEERS LIMITED, 
FERGUS, ONTARIO. 

43-3 
AC 
EXTRA EXTRA 

We have been authorized to offer! 
or Sale, the lovely brick home on | 
Bt. Lawrence Street, West. belonging | 
¢o the Barton Estate. 

Huepection by appointment only. 

For fall particulars, consult: 

K. R. (Ken) HOLMES 
inwarance and Real Eatate 
ox 34, MADOC, ONT., PHONE 197) 


1949 — FORD TRACTOR AND PLOW 

1948 —- MASSEY PONY TRACTOR WITH PLOW — 
MOWER — CULTIVATOR — HARROW 
BEFORE YOU BUY — GIVE US A TRY 


Stapledon-Morgan 


INTERNATIONAL HARVESTER DEALER 
PHONE 122 MADOC 


Perfect Love” during the signing of | . 


+ guit. Yellow, black of 


PRICES EFFECTIVE NOV. 3 — 4 — 5th 


ger eer OT 


BEST BUY! KRAFT SALAD DRESSING 


MIRACLE 


wap 39<|Foon 


FEATURE! IDEAL FOR ENTERTAINING! 


Saratoga 


FEATURE! OUR OWN BLEND 


ON HANDSOME yy 


Tuxedo 
TEDDY 


The ideal Christmas gift 
—what a Panda! 22” tall 
—barking ear. Full dress 


white. 


NOQ Only | 


BEE HIVE Squeeze Pak 
CORN. SYRUP A9c 
GOOD LUCK ph MAR ns Lb. 


MARGARINE 30¢ 


SEND KOM “roN £0 CUUK” Book ‘tall Pins 


Carnation Milk 2 for 27¢ 


VELVETA CHEESE — 3l¢ 
MACARONI 21«.25¢ 
TOILET TISSUE, 2roms25e 
PEANUT BUTTER 35 


Fresh Fruits & Vegetables 


MARSH SEEDLESS — SIZE % 


FLORIDA 
CRAPEFRUIT 1 0+49: 


SPINACH 


ONTARIO NO. 1 YELLOW 


COOKING 


ONIONS 


FIRM, CRISP HEADS 


HEAD 
LETTUCE 


9 tor 2Q 


Dine Dis 


$3 98 with a $7.00 Porches 


PASTE WAX 


Zire. | 5c 


BEST BUY; HABITANT FRENCH STYLE 


soup == 2 2 


BEST BUY! DR. BALLARD’S HEALTH 


« 


are DE 


otato Chips: ---39. 


: a 
eh ~* 


BLACK TEA 


SAVE 33.97 


FRENCH FRIED ff 


POTATOES 


9 on, Pkg. i 


z for Ad. 
ORANGE JUICE 


6 o«. Ti ma 


2 Als 


COFFEE 91.20 


HAWES | ~ gegpag 1 Ib. Tin 


Jue 


LICHT BULBS: 4 tr 79 


OGILVIE 36 on. Pkg. 


VITABCEREAL = 33e 


KLEENEX — REG. OR CHUBBY 


TISSUES 2, pkas. 39¢ 


RED ‘& WITTE 


INSTANT COFFEE 


es Boga dy rh Vanna e 


Zhe rm Ble se 91,39 


Quality Meats 


Swift's Premium Tender Grown Pre- Dressed 


CHICKENS ‘tent — 45e 
PORK SALE — Fresh Young Pork 


BUTT ROAST  ™» 45¢ 


MEATY, ECONOMICAL, FRESH 


PICNIC SHOULDER» 35¢ 


CHOICE SIDE 
w A]e 


SPARERIBS 


SWIFT'S BROOKFIELD — PURE PORK 


SAUSAGE st 1%« 43e 


SP a cane io meniisd Ceca 


MADOC, 


HASTINGS COUNTY, ONTARIO, NOVEMBER 10, 1955. 
ward eYot = Otte Deperimet Otarn ADO OS : 


THE TRUE STORY OF A 

'[REGIMENT THAT STIRS, 

'SHAKES AND SHAMES | 
| 


' 


Regimental! histories usually are in- 
lclined to be dull as well as factual 
Official army verbiage doesn't tend to 
set the heart thumping or spur. the | 
| imagination. 

But Farley Mowat’s, The Regi- | 
/ment, .is a new kind of regimental | 
history at least new to me. Pactual 
rit is. Dull it certainly is not. Mowat | 
jhas taken the bare bones of regi- | 
'mental history and built around them | 
a magnificent documentary of a Can- 
| adian regiment, a story that stirs 
‘and shakes and sometimes shames 
ithe Canadian reader. 
| The Regiment is the Hastings and 
| Prince Edward Regiment, with head- 
}qvarters in the quiet little. Ontario 
‘bay town of Picton. As the name 
| implies, the regiment draws its men 
‘ep ‘from the counties of Hastings and 

: i Prince Edward and the nickname, 
oe \“Plough Jockeys,” makes it. obvious 
\that many of them came off the 
ifarm to fight. 
| STORY OF INFANTRY 

This is an infantry regiment and 
|this is a story of infantrymen. 
| Mowat was the battalion’s intelli- 
| gence officer and he writes with the 
| authority of a man who was there, 
‘with the talent of a fine craftsman 
j | as jvell as & soldier, with the affec- 
ition and sympathy and understanding 
born of pride in his fellows. 
Mowat didn’t just write from rec- 
ords and memory. He went back, in 
the quiet aftermath of the wreckage 


ee 
ae 


ae 


“AUNT JEMIMA” feeds well known Grocer, KELVIN KINCAID, 
some of her famous “Pancakes” in a recent Red ‘and White Stores’ 
iy Pancake Display. Aunt Jemima later prepared Pancakes for the 


PANCAKE SUPPER sponsored by the MADOC KIWANIS CLUB, 


' (Anglican), 


LA 


Number 45 


ARMISTICE SERVICE 
HELD AT ST. JOHN’S 


On Sunday, November 6, in many 


churches throughout Canada, ser- 


service was held in St. John’s Church 
at 11 a.m., when the 
Holy Eucharist was celebrated by 
the Incumbent, the 

The service was opened by the 
playing of the Last Post by Mr. W. 
ylesworth and the ‘observance of 
two minutes silence. This was fol- 


God Our Help in Ages Past”. Then 


ithe Choral Celebration of Holy Com- 


munion took place with appropriate 
hymns forming part of the service. 
These wére: O Valiant Hearts, and 
God of Our Fathers Known of Old, 
Lord of Our Far Flung Battle Line. 

The choir rendered an anthem en- 
titled, “Earth Does Not Hold the 
Spirits ' of the Brave.” This was 
beautifully done and the words were 
appropriate for the occasion. The 
choir was under the direction of Mr. 
Aylesworth and the lorganist was 
Mrs. J. Aylesworth. — Q 

There was a good representation 
from the,Madoc Branch of the Can- 
adian Legion on hand, led by its 
President, Mr. J. Martin. Many mem- 
bers of the Ladies’ Auxiliary to the 
Legion were present in the congre- 
gation as well. They were welcomed 
to the Church by the Rev. W. Gio- 
vetti. Their presence was greatly ap- 
preciated by all. 

The whole service was permeated 


Established April 6, 1873 


{ 
|,REBEKAHS SPONSOR 
| SUCCESSFUL CARD PARTY 


| Oakdale Rebekah 
very successful 


| party in the 


Lodge held a 
Euchre and Bridge 
Oddfellow’s Hall, on 


|vices of Remembrance for the Wat! prigay vening. N b 
‘Dead, were held. In Madoc’ such ai... i so ener ae ae eae 
} were 11 tables ‘of Euchre and 3 of 


| 
| Bridge. 


| The prize for Bridge was won by 


. | Mr and Mrs. James s , 
Rev. W. Giovetti. 7 ames Burns. The lady 


with the highest score for Fuchre 


i ANNOUNCEMENT 


’ sities 


Mr and Mrs. Harry Govier, of 
Madoc, wish to announce the engage- 
ment of their oldest daughter, Dor- 
othy Catharine, to John Emmet 
Bilanchard,. son Mr. and Mrs. 
Michael Blanchard, of Charlottetown, 
P.E.1. The wedding to take place on 
Thursday, November 24, in Sacred 
Heart of Mary Church, in Madoc. 


of 


|}was Mrs. Oscar Pigden and the gent-. 


|leman's prize went to Mr 
| Franks. The door prize, a box of gro- 
lceries, Was won by the lucky ticket 


lowed by the appropriate hymn, “O}, jger Mrs. Dave Blakely. 


| A bountiful and dainty lunch was 
served by, the members of the 
Lodge. 

As this is the first of a series of 
card parties to be held in the Hall, 
watch for further dates and spend 
an enjoyable evening with lunch in- 
cluded for the small sum of 35 cents. 

A sincere thank you is tendered all 


who attended on behalf of Oakdale ! 


Rebekah Lodge. 


eee enue 
sere ny 


| _ WEDDING 


NAYLER — SHARP 


A quiet wedding took place at St. 
Andrew’S Manse on Tuesday, Novem- 
ber ist, when Rosalie D., only 
p augater of Mr. and Mrs. Joseph 
Sharp, of Hearst, Ontario, was united 


be marriage to Robert H. Nayler, son / 


of Mr. and Mrs, 
Marmora. 

The cermony was performed by 
the Rev. K. J. Crawford. The couple 


H. P. Nayler, of 


Allan : 


which was largely attended. 


M.H.S. SENIOR GIRLS _ 
WIN VOLLEYBALL 
CHAMPIONSHIP 


Georgian Bay, Niagara and Lake 
Ontario districts. 


Bird, (captain), Joy Ann Fox, Sheila 


| will compete with the winners of the! Britain, in Sicily, in Italy, in north- 


of war, and retraced the footsteps 
of this regiment of infantry in 


west Europe. His masterful handling 
lof the descriptive pieces, of atmos- 


The girls on this team are Molly | phere, bear witness to this research. 


}REAL 


Fourteen Schools — Belleville ©.L., | Gaebel, Leona Hegadoren, Elizabeth | Don’t forget this is a true story, 


Albert College. O.8.D., Quinte 5.5.. 
Brighton, Trenton, Deseronto, Nap- 
‘anee, Wellington, Picton, Campbell- 
ford, Madoc, Marmora and Tweed, 
participated in the annual Volleyball 
Jamboree at the O.S.D., Belleville, on 


November 2nd. FOR CLOVERLEAFS 


Each team was scheduled to play' AND BRIDGES 
four games. The Madoc High School | 


Seniors drew Campbeliford, Brighton, | 


‘Johnston, Helen Lajoie, Rose Marie 
O'Neill, Patricia Plane, Grace Ed- 
wards, and Geraldine Tobin. 


CONTRACTS AWARDED 


Work is commencing immediately 


- Quinte S.S. and Picton, and defeated|on the bridges and cloverleafs, on 


each team in turh. These victories | Highways 14 (Madoc) and No. 37 (to 
ive Madoc in the play-offs with| Tweed), over the 4-lane highway .401 
0.8.D 
M.H.S. team emerged victorious, de- | Construction Company 
feating the opponents by one point,|was awarded the contract for the 
the final score, 17-16. }cloverleaf bridge at Highway 14; the 

The team and coach are very proud ‘HL J. McFarland Construction Com- 
to bring the Championship to M.H.S.' pany, of Picton, for the bridge and 
for the first time. lapproaches at No. 37. The Peacock 

On November 26, they will repre- j}and McQuigg Construction Company, 
sent the Bay of Quinte District in of Toronto, was previously awarded 


the C.O.8.8.A. Play-off games at the the contract for the cloverleaf at No. | 


O8.D., Belleville, where they will 87, 


~The Madoc Rural 
Community 
Night School 


will Open 


Wednesday, Nov. 


at 8 p. m. Fee $3.00 


Se ad 


Good Shoes 


A Complete Assortment of Desirable Shoes for Men. 
An ample Showing That Combines 


Wear and Style 
WE’LL SAVE YOU MONEY ON FOOTWEAR. 
Seott McHale Brands — $13.75, $15.00, $16.00 
Gale Bros. Brand — $9.00, $9.50, $10.00. 
Reliance Shoe Brand — $6.50, $7.50, $8.00 


See Our Lines of Men's Heavy and Fime Rubbers 
for Winter Wear. 


Geo. West 


MEN’S AND BOY’S WEAR 


After. a thrilling game, the 'at the two intersections. The Domex : 
of Toronto | 


A A AL A AL A A TS 


23rd | 


fell 
|held in momentary relief against the 


lor at least as true as Mowat can 
‘make it. Its characters are real, its 
situations existed, its action happen- | 
led. ‘So it's not all glory, not by any | 
| means.- The book shows its greatest | 
' strength character, in survival 
\from defeat. Take a look at some of | 
‘the chapter titles—they tell the story | 
|The Waiting Years, Death Valley, | 
| Montgomery's Mountain Goats, The | 
LRiver of Blood, Betrayal, The Battle | 
| Without End, Resurrection. 


of 


Then read a sample: 

“Lying: on the crest, - Major Cliff | 
Broad heard the familiar wail of | 
heavy shells approaching and out of | 
| his subconscious mind there came an | 
‘instantaneous flash of knowledge. He | 
half rose and his voice rang out in| 
an urgent ery of warning that was | 
jcut off abruptly as the first salvos | 
lof the medium artillery crashed into | 
ithe sodden earth around him. | 
“THEY'RE FALLING SHORT" 
| “The distant gunners slammed | 
‘the heavy shells into the breeches of | 
|their weapons and snatched at the) 
\firing lanyards, moving with swift | 
| precision, believing that their bro- 
ithers of the infantry were being well | 
served.” 
| “In Charlie company the warning | 
lcame from a sergeant who had time ! 
j to ery: “Get down, for Christ's sake, | 
| boys! They're falling short!” 
| “Roth warnings came too late.” | 
“Most of the men were standing | 
\up against the dyke when the shells | 
\began to fall and for those who sur- | 
| vived that initial blast, there was no | 
| cover and no place to hide from the 
jappalling thing that came upon} 
them.” 
| Lying face down on the dike, | 
' Broad stared at the luminous face of | 
(his watch, counting the seconds, until | 
| te barrage should end. Below him | 
‘the earth shook and heaved and the | 
lred and yellow flashes of the shells 
jilluminated a There 
; seemed to be no sound, for the blasts 
lof the thundering explosions were | 
continuous and beyond the power of | 
human ears to register.” 

“A biting white smoke coiled in | 
darkness to add peculiar 
breath of horror to the stench of | 
burnt explosives. Phosphorous gren- | 
ades, hanging from the men's belts, 
had been hit by shrapnel and had ex- | 
ploded, spraying the living and the 
dead with their flesh-consuming frag- | 


| 
charnel scene. 


its own 


| ments In the inferno of those mo- | 
| ments, men ran aimlessly until they | 
their dark, contorted shapes | 
giare of new explosions.” 

“Then suddenly it was done. In} 
the silence of the aftermath the liv- 


ing lay immobile, stunned. And then 


iF. Richardson are in 


j|In her 6th year, her death ended a 


land is now available to subscribers. | , 


by a spirit of reverence and remem- 
prance of the heroic efforts of the 
men: and women who formed the Al- 
lied Forces in the two World Wars 
and the Korean War, and especially | onto and a holiday, the couple will 
those who gave Up their. lives in| reside in Hearst, where the groom, a 
these struggles for freedom, liberty|member of the Ontario Provincial 
and justice. bags Force, is stationed. 


were attended by Mr. and Mrs. Wil- 
liam Nayler, of Madoc, the former a 
brother of the groom. 

Following their honeymoon in Tor- 


—— el 
| Per capita consumption of cheese 
LOCAL and PERSONAL be Canada was 6.3 pounds compared 
| with 7.7 pounds per capita in the 


Miss Hazel Mutton, 
spent the weekend 
Miss Loreen Connor. ) | 

Dave Kernohan, O.P.P., of Whitby, | 

} 


of Peterboro, fae 
recently with | nited States, 


and Mrs. Kernohan and children, 
visited the former's parents, Mr. and 
Mrs. Dave Kernohan, recently. 
Rev. Carrie Hazzard and Rev. L. 4 
Picton this 
week, conducting services in the Free i 
Methodist Church there. 
Recent weekend visitors at Mr. and 
Mrs. Delbert Carman’s were: Miss | 
Hazel Thompson; Miss Jane Smythe, i 
of Belleville, and Miss Muriel Mutton, | 
of Peterborough. 
Mr. and Mrs. Alex McCurdy and |! 
Kenneth, of Stirling, were recent 
guests of Miss Olive Ash in town. 
Visitors at the home of Mrs. Geo. 
Bassett, on Sunday, were Mr. and 
Mrs. Leo Crowley, of Peterborough, 
Mr. and Mrs. Roy Carleton and 
daughter, of Kingston; Mr and Mrs. 
Roy Eggleton, Mr and Mrs. Harry 
Phillips and Mr and Mrs. Charlie 
Devolin, of Stirling. 


: 
' 

| | 
two month illness. | 


A life long resident of this area, | 
Mrs. Eliza York died at her home in | 
Eldorado, on Sunday, November 6th. 
Mrs. York was born in Hungerford | ® 
township, daughter of the late Mr. | = 
and Mrs. David Laundry. Previous to |e 
her settling in Eldorado, some six | & 


P A 1 
months ago, she had lived in Healey | 3 


GUEST SPEAKER 


lll DQ TCO e 


OBITUARY 


MRS. JAMES YORK 


(Eldorado) 10 P.M. 


Public 


Falls. She was predeceased by her | = 

husband some 33 years ago. Mrs. |@ 

York was a member of the United | 3 Ss ° 

Church. | 3 : ervice 
She leaves two daughters and four lz 

sons: Mrs. Peter (Celia) Akey, of | 8 

Sulphide; Mrs. Robert (Delia) Willis, | © 

of Bolderson, Ontario; Wellington, of iE 

Belleville; James, of Harold; David | | Canadian Legion No. 

and Norman, both of Eldorado, ls 
Also surviving are 22 grandchildren | r| 

and five great grandchildren, and one a 

brother, Charles Laundry, of Picton. | 5 


rp a reap RMT 3 us i a 
one tardy gunner fired one final shell | — 
the period that marked the end ia 
“The cries of the 


slowly in that final silence.” 


GUEST SPEAKER 


wounded rose 


Read it all lest you forget. j= 

» J.D. M. in Toronto Telegram 3 
we 5 gram. |. FRED CURRY, Clerk, 
A copy of “The Regiment was |e 


' 
presented to Madoc Memorial Library | & 


High School Auditorium 


Friday, November 18 
: AT 8 P.M. 
Presentation of Diplomas and Awards 


: DR. S. R. BEATTY 


Graduation Dance 


ORCHESTRA FROM TRENTON AIRPORT 
ADMISSION: Single $1.25; Double $2.00 


Remembrance Day 


FRIDAY, NOVEMBER llth 
will be held under the auspices of the Madoc Branch of 


MADOC ARMOURIES 
It is requested that all places of business close 
AT 10.30 A.M. 
P to allow everyone to attend this service 


_— Rev. W. Giovetti, Rector of 5t. 
John’s Church, Madoc. 


Madoc Band in Attendance 


GOD SAVE THE QUEEN 


BIRTHS 


MOORCROFT Ip Oshawa General 
Hospital, on Saturday, October 29, 
1955, to Mr. and Mrs. Thomas D. 
Moorcroft, a son, 


‘ 


i 

ROSE — Mr. and Mrs. Foster Rose 
| are happy to announce the arrival 
' of a ten-pound baby girl, at the 
+ Pembroke Hospital, on November 
| 3rd, 1955. 


COMING EVENTS 


ARE WE GOING TO HAVE A 
Hockey Team? If you are inter- 
ested, come to the Council Cham- 
bers, Monday night, November 14, 
at 8 p.m. 45-1 


ssisecanaaneteeensaasnuisaaaananinsinni 
AUCTION SALE OF HOUSEHOLD 
Furniture, on the farm of Joseph 
Lajoie, Madoc Township, old Mar- 
mora Road, near CNR Station, on 
Saturday, November 12, at 1.30 
p.m., Frigidaire Electric Refriger- 
ator, 9 cubic feet, in good condi- 
tion; Beatty Electric Washer, in 
good condition; Full line of other 
Household Furnishings. Terms 


Cash. C. J. Courneyea, Auctioneer, 
Peter N. Courneyea, Owner 44-2 


| The Madoc Women’s Institute will 
meet at the home of Mrs. Earl 
Burnside, on Friday, November 18, 
at 2 p.m. 45-1 


eA A A A A A A A A A le A et 


Madoc High School 


ANNUAL 


COMMENCEMENT 
EXERCISES 


WILL BE HELD 


IN 


to 1 A.M. 


Notice 


363, at 10.30 A.M., at 


MURRAY SMITH, Reeve 


something 

would be good for him to learn. 
He wanted to provide a me- 
chanical representation of time 
man uses, an exact mechanical 
representation of what took 
place in part of the solar system, 
and resulted in man having 
years, hours, days, and months. 
He wanted to reproduce on & 
clock's face, the marvelous dra- 
ma that is played, in three ep!- 
sodes:—. one lasting twenty-four 
hours by the sun, anether lasting 
a matter of twenty-eight days 
by the moon, and the third, by 
the sun, lasting 365 days and a- 
fraction. And of the three, Walt- 
er’s greatést interest was the 
challenge in the second episode, 
the moon and its curious move~- 
ments which form a cycle only 
repeated in 18% years ..- - 

Walter Folger had found what 
he wanted. 

With satisfaction in every 
movement, he took the works of 
@ grandfather's clock out of the 
blanket in which they were 
wrapped, ang set them pn his 
bench. 

They were good works; 
brass was tarnished, but 
wheels were well cut, and 


the 
the! 
the 


pinions well set: in every re- 
spect the works filled his 
dreams. 


he sat quietly gazing at 
them, the whole plan which he 
and his father had discussed be- 
eame clearer to his mind. He 
would build an astronomical me- 
chanism that could be attached ’ 
to these works, and while the 
clock would show the hours and 
minutes (he wouldn't bother 
with a hand and dia) to show 
60 seconds in a minute), the as- 


tronomical additions would show ° 


the exact time of the rising and 
setting of the sun; it would also 
show the rising and setting of 
the moon. The moon must be 
put on a spindle; half of it must 
be black, the other half silver, 
and it must turn on the spindle 
to show the new moon and the 
quarters. 

Day after day and month after 
month followed, as every spare 
moment: of Walter's time was 
spent in cutting wheels with his 
“cutting engine” brought from 
England in one of the whale- 
ships. Some wheels and parts 
were made by handfiling with 
careful accuracy. The pins to 
hold the wheels were turned and 
polished; their sets in the brass 
plate bored; and little by little 
the astronomical addition took 
shape and was placed in front 
of the works of the grand- 
father’s clock, and the connec- 
tion . . . established. 

The arrival. of the case from 
Boston was an event — it was 
stately design, and well made, 
but too tall for the low room 
where Walter worked: By cut- 
ting holes in the fldor, and 
notches from the corner beams, 
it was finally made to stand in 
its place, and the works, dials, 


-and weights were inserted. 


On July 4, 1790, Walter hooked 
on the pendulum, and ticking 
began.—From “The Clock That 
Talks and What It Tells,” by 
Will Gardner. 


The heaviest uying bird in 
America is the trumpeter swan 
with a maximum weight of forty 
pounds. 


HOBBLE — Norman Hartnell, 
Her Majesty's dressmaker, 
brings the hobble skirt to the 
fore for: autumn wear in Lon- 
don, England. Model shown is 
in white jersey, with “wing” 
and flying panel of grosgrain. 


Os ee | . ; : 
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GOOD ENOUGH TO EAT... 


ar> 


19s ‘ 


sens Wee 


aa 


For parties, or for any titne 
when you want to have your 
meal prepared well in advance, 
there are few things to equal 
loaves or salads molded with 
gelatin. Veal, chicken, fish, vege- 
tables, eggs, and cheese may be 
successfully molded in this 
manner and used for a main 
dish. 

& * co 

This main-dish, loaf combines 
eggs and vegetables. Unmold it 
on lettuce leaves or watercress 
and serve with either mayon- 
naise or French dressing. 


EGGS AND VEGETABLES 
IN ASPIC 

1 envelope unflavored gelatin 
14 eup cold water 

% cup hot water 

1 bouillon cube 

\% teaspoon salt 

%4 cup tomato juice 

8 canned or cooked asparagus 

spears 

2 hard-cooked eggs, chopped 
14 eup cooked peas 

Soften gelatin-in cold water; 
add hot. water, bouillon cube 
and_ salt, “and stir until dis- 
solved. Add tomato juice. Pour 
gelatin mixture into mold to 
depth of % inch. Arrange 4s- 
paragus spears in mold, Chill 
until almost firm. Chill remain- 
ing gelatin until consistency of 
unbeaten egg whites. Fold in 
eggs and peas; put on top of 
stiffened gelatin and asparagus. 
Chill until firm. Unmold. 

= = = 


Chicken is a favorite of those 
who love loaf. Make a design on 
the bottom of your mold, using 
2 hard-cooked eggs, sliced, MW 
cup cooked or canned peas and 
6 stuffed olives, sliced. Then 
proceed as directed below. 

CHICKEN SALAD LOAF 

14 cup vinegar 

14 cup salad oil 

14 teaspoon each, salt, pepper 

and paprika 
3 cups chopped, cooked 
chicken 

2 tablespoons unflavored 

gelatin 

1g eup cold water 
215 cups hot clear broth 

1, teaspoon salt 
1 teaspoon onion juice 
4 cup finely chopped celery 
Mix vinegar, oil and the ‘« 
teaspoon salt, pepper and pap- 
rika and pour over chicken. Al- 
low to stand 1-2 hours, turning 
occasionally. Drain just before 
using. Sprinkle gelatin over 
cold water and soak a few min- 
utes, Dissolve in hot broth. Add 
salt and cool until slightly 
thickened. Carefully cover de- 
sign made with eggs, peas, and 
olives with a thin layer of this 
thickened broth. Chill until firm 
Mix onion juice, celery, and 
drained chicken with rest of 
thickened broth. Carefully pour 
this mixture into mold and chill 
until firm 

= > = 

Make a simple ham salad by 
combining 2 cups cold, diced 
ham. 1% cups diced celery, salt. 
pepper 1 tablespoon lemon 
juice, and % cup mayonnaise, 
and serve it in an avocado ring 
mold for a fresh luncheon idea 

AVOCADO RING MOLD 

2 envelopes unflavored gelatin 

45 cup grapefruit juice 
; cups hot water 
14 cup lime juice 
teaspoon grated onion 
+ teaspoon salt 


ee 


such a pretty blouse as this! 
Fashioned from the newest man-made fibre, arnel, it’s grace- 
fully styled with a gently draped V_ neckline and push-up 
sleeves. ‘ 


y TABLE TALKS 
dane Andrews. | 


1/16 teaspoon red hot sauce 

% eup salad dressing 

3 cups ripe sieved avocado 

(3-4 avocados) 

Pimento strips for garnish . 

Soften gelatin in grapefruit 
juice. Dissolve in hot water. 
Add lime juice and seasonings. 
Stir in avocado purée and salad 
dressing. Cut pimento in %- 
inch strips and lay in pattern in 
bottom of oiled mold. Carefully 
spoon 1 cup of avocado mixture 


over strips. Chill until firm. 
Pour in remaining mixture. 
Chill. Unmold onto serving 
plate; garnish with curly en- 


dive or watercress. Fill center 
with ham salad. Serves 6-8. 
- cs = 


Mold this salmon-with cream- 
of-celery soup either in a loaf 
or individual molds for ,pretty 
party food. 

SALMON SALAD 
1 envelope unflavored gelatin 
» cup cold water 
l can (1% cups) condensed 
cream of celery soup 
1 cup drained, flaked salmon 
6 eup chopped celery 
4 cup mayonnaise 
2 tablespoons sliced stuffed 
olives 
1 tablespoon lemon juice 
Soften gelatin in cold water, 
then set container of gelatin in 
a pan of boiling water until 
gelatin dissolves. Combine gel- 
atin, soup, salmon, and remain- 
ing ingredients. Pour into in- 
dividual molds that have been 
rinsed in cold water. Chill un- 
til firm. Unmold on salad greens. 
Four servings. 
a » * 
MAYONNOISE VEAL LOAF 
3 cups diced cooked veal 
3 tablespoons gelatin 
3 tablespoons water 
4 cups hot meat stock 
6 eup diced celery 
‘5 cup sliced olives 
l cup peas 
3 diced hard-cooked eggs 
2 tablespoons capers 
1 cup mayonnaise 
Cut meat in cubes. Soak gela- 


tin in water and dissolve in 
hot veal stock. Cool. Add re- 
maining ingredients to veal. 


When gelatin mixture begins to 


congeal, combine with meat 
mixture. Pour into 5°'x9” loaf 
pan. Chill in refrigerator until 
firm and then slice. Serves 12 


Silence, Piease 


Fish hear by feeling the vibra- 
tions of sounds 


Any noise on or 
in the water will frighten them. 
Few fishermen realize just to 
what extent this particular type 
of quietness plays in the differ- 
ence betweeh a full and an emp- 
ty stringer. Talk as much as you 
like, but hold noise that might 
have any contact with the water 
to an absolute minimum. When 
fishing from a boat use an old 
piece of carpet under your feet 
to muffle the noise of scrapping 
shoes. Keep oarlocks from creak- 
ing by “greasing” them with a 
piece of paraffine It is more 
effective and lasts longer than 
oi] or grease. Fish toward the 
sun. The moving shadows of a 
fisherman, a boat swinging at 
anchor, an anchor rope, 4 rod 
or even your line puts a warry 
bass on guard. Quiet, please — 
and watch the old stringer fill 
faster! 
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labourer of thirty-two, Henri | 


Freines, was jailed for four 
rears for murdering a woman 
of sixty-three known @s “The 
Witch of Noailles.” They had 
been drinking together in her 
house, which was filled with 
stuffed owls and pictures of 
skeletons. 


Nearly a century ago there 
was a similar murder in Shrop- 
shire. A young man, William 
Davies, killed Nanny Morgan. @ 
crone of sixty-eight in whose 
house he lodged at Westwood 
Common, near Wenlock. She 
was a much-feared witch who 
kept a box of toads under her 
bed as “familiars’—demons that 
are petted by witches—and .was 
credited with occult knowledge 
acquired in her youth from gip- 
sies whom she joined after be- 
ing jailed, for stealing. 

No one dared oppose her or 
refuse her anything she wanted, 
for she was believed to possess 
the Evil Eye. All kinds of peo- 
ple consulted her, and after her 
death letters from even the local 
gentry were found in her home, 
with jewellery evidently given 
her in return for dccult services. 

It is astonishing, 
that witchcraft still survives in 
out-of-the-way places all over 
the Continent, and in Britain. 
In Balkan villages I knew of 
more than one old crone whom 


_ the peasants held in awe, be- 


lieving they possessed super- 
natural powers. By this means 
they were able to exercise au- 
thority and jinspire terror in- 
stead of being merely ignored 
old women. ' 


They were assumed to have 

wer over flocks and crops, 
over love affairs and marriage 
matches, even over life and 
death. In some cases they were 
local despots whose word was 
tantamount to law, for super- 
stition dies hard in remote hill 
villages, where there is still an 
implicit belief in charms, talis- 
mans and magic philtres. 
In this country one might look 
for survivals in wild Wales or 
the Highlands and Western 
Isles; hardly in the smiling 
West Country. Yet as recently 
as 1924 a Devon farmer, pro- 
secuted for wounding a woman 
in the arm, claimed that she 
hat betwitched him... 


Writing of the North Devon 
where he has lived most of his 
life, Ronald Duncan tells of 
local cases which had come un- 
der his notice, including a 
neighbour who consulted a 
widow after his sow had pro- 
duced three dead litters, and 
was advised to drive. the sow 
down to the beach and leave 
her there for four turns of the 
tide—whereupon she produced 
‘ten fine piglets. 

He also consulted her about 
his habit of sleep-walking. and 
was told he would get over it 
if he never crossed the road 
any more. He followed this ad- 
vice’ so rigidly that he neglect- 
ed to feed some young steers 
in a field the other side of the 


road, and was summoned for 
cruelty. 

: . a 

Another case mentioned in 


his book, “Where I Live,” con- 
cerned four patients the local 
doctor was treating for a baf- 
fling wasting illness involving 
lack of appetite, insomnia and 
sharp pains, either in the leg, 
arm, foot or ear lobe. Mr. Dun- 
can took the puzzled doctor’ to 
the widow's cottage when she 
was out, and on a dusty shelf in 
the loft they found six roughly- 
made wooden dolls, each label- 
led with the name of one of the 
doctor’s patients, each with a 
pin driven through leg, arm, 
foot or ear! 

George Bailey, of Wimpstone, 
gives this instance of modern 


witheraft. One snowy morning 
he called on @ woman carrier 
trading between Audley and 


Coventry who claimed to have 
occult powers and undertook 
to prove it by fe tching his sis- 
ter ten miles to him. Thursting 
twelve new pins into an aople, 
she muttered some charm, then 


la] 


but true, 
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" AFTERMATH OF HURRICANE HILDA-—Children play 


' elected himself 


through snow im > 
weather. The only explanation 
she could offer was that she 
had suddenly been seized. with 
an irresistible impluse to come! 
A few years. ago, in his book 
“Witchcraft,” William Seabrook 
confessed that he once tried the 
doll-magic ‘himself against @ 
supposed “priest” who had up- 
set his wife by telling her she 
was fated to die within a few 
months. Dressing 4 doll in black 
robes and hanging 8 reversed 
crucifix around its neck, he 
drove brass-headed tacks into 
the region of the kidneys and 
stomach’ then sent him & photo- 
graph of the doll and got a 
friend to play on his fears. 
The effect of all this was that 
in August, three months before 
Mrs. Seabrook was due to die, 
a letter came from the “priest” 
withdrawing his prediction and 
apologizing. In September came 
news that he was if a Paris 
hospital suffering from kidney 
trouble, ‘and when the time 
limit was nearly up, 4 despair- 
ing ‘message through the friend, 
for he was now in grave: dan- 
ger of dying. . 
Mr. Seabrook accordingly 
agreed to lift the curse provided 
his wife was alive and well on 
the day predicted for her death. 
Soon after that day had passed 
the “priest” began to recover. 
It seems incredible that, as 
recently as 1936 in Woodbridge, 
New Jersey, three: neighbours 


> should have brought charges in 
a magistrate’s court against a 


Mrs. Czinkota accusing her of 
being a witch and werewolf 
and. going about on all fours 
dressed in an animal's skin, one 
witness alleging that she had 
changed into a horse and walk- 
ed on her hind legs. 

It savours of witch-hunting 
in the 17th century, when hun- 
dreds of old crones were 
hounded to death and an Ips- 
wich lawyer, Matthew Hopkins, 
Witchfinder- 
General and scoured East An- 
glia with a hangman and woman 
assistant, nosing out suspects. 
He stayed at the best inns like 
a judge on circuit, all expenses 
paid by the local authorities, 
plus $5 for every witch brought 
to judgment and execution! 


The surb bird nests on the 
mountain tops of central Alaska 
but winters in South America. 
For nearly 150 years after the 
bird was given its scientific 
name, ornithologists were un- 
able to locate its breeding 
ground. : 
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ion that Shakespeare dia no - 


reveal himself in his plays, 
Frank Harris maintains that he 
did so, not once, but again and 
again. After reading and re- 
reading them many times, he 
became aware, he tells us, of @ 
certain untidy underlying all the 


diversity of Shakespeare's char.) 


acters. “And, at length,” he adds, 
‘out of the myriad voices in the 
plays, I began to hear more and 
more insistent the accents of one 
voice, and out of the crowd of 
faces began to distinguish more 
and more clearly the features of 
the writer.” This voice and this 
face were, to put it briefly, Ham- 
let’s face and voice; in Hamlet, 
Shakespeare, he said, had por- 
trayed his own soul, the very 
essence of his nature: and when 
he wrote Hamlet's speeches, it 
was his own heart he was writ- 
ing down. 


This is made plain, in the first 
place, Frank Harris says, by the 
fact that 
characters fall, as they so often 
fall, out of character, and say 
things which such personages 
would never say, they are apt 
to drop into Hamlet's way of 
talking—to think. his thoughts 
and express them in his langu- 
age. Shakespeare portrays, more- 
over, not once, but many times, 
figures that resemble Hamlet, 
dreamy cohtemplative beings 
given to irony and melancholy 
brooding. 


Romeo is the first of these; 
and Romeo, as Hazlitt said, is 
Hamlet in love. He is, indeed, 
Hamlet's young brother, less ma- 
ture and less complex, but ab- 
sent-minded like the student 
prince, and living, like him, in 
a world of his own imagination. 
Richard II, in the play of about 
this date, is another Himlet, a 
passive contemplator, rather than 
a master, of his fate. A more 
mature character of this cast is 
Jacques, whom Shakespeare ad- 
ded to the figures in the old 
story from which his later play, 
“As You Like It,” vis derived. 
Jacques, who finds that all the 
world’s a stage, possesses Ham- 
let’s' detachment, his wit, and 
his lightning-like intelligence, 
and is, like him, wrapped up in 
a humorous sadness of his own. 


Indeed in the whole progress 
of Shakespeare’s plays we no- 
tice how more and more men of 
action and resolution tend to b® 
replaced by dreaming and brood- 
ing heroes, who have mostly 
failed in one way or another, 
and prefer to look on life as 
ironic spectators. — From “On 
Reading Shakespeare,” by LO- 


‘GAN PEARSALL SMITH. * 


TIME FOR THE ARTS—Blobs of paint replace conventional hour 
markings on the plastic-glass palet which is the dial of a 
modernistic clock shown at the Frankfurt Autumn Fair in West 


Germany. 
piece. 


Bamboo “brushes” form feet for the table-top time- 
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in the flood waters as rescue workers 


— in the debris left by death-dealing Hurricane Hilda which struck Tampico Mexico. The 
surricane took t'.¢ lives of ©9 persons in Mexico and hundreds ‘are missing 
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strolling across a dusty track to 
take a closer look at a small 
herd of elephant grazing a few 
hundred yards off. 

Being on a photograpic expe 
dition, he carri no rifle. Yet 
when he heard something move 
behind him he was not alarmed. 
Small deer, fast but harmless. 
were common in the area. Nev- 
ertheless, he looked round just 
twenty yards 
away and surveying him with 


a fiery eye, stood a buffalo. 


Buffalo are classed among the 
Big Four of Africa—elephant, 
lion, rhino and buffalo—as the 
wild creatures offering © most 
danger to the hunter 


Would this fellow live up to" 


his reputation? Twenty yards is 
no’ distance when there are no 
trees to climb. A buffalo can 
charge at 35 m.p.h. 

The situation was fraught with 
obvious peril. As a delaying 
action, the man snorted, waved 
his arms. The buff snorted back 
—and moved closer. Then it 
tossed its head—and moved 
closer: still. 


The man took the only chance- 
he could, To run would have 
been fatal. ring loudly, and 
waving his s more vigor 
ously, he advanced. The buffalo 
stopped, turned—was that a 
sneer on his face?—and trotted 
off: ; 

According to big-game hun- 
ters, that man.was a very lucky 
one. e buffalo is often rated 
‘as the most dangerous of the Big 
Four. “Never trust. a buffalo” 
are words that have been writ- 
ten more than once. 


Especially true is this when 
the buff is in heavily-wooded or 
jungle areas. And these days. 
this is where he ‘is most likely 
to be found. The buffalo has 
learned to distrust. the plains. 
This is where the armed hunter 
has the advantage and the wild 
creatures are sitting targets. 

In close country, the tale is 
different, and any hunter will 
quail at the thought of pursuing 
a wounded: buffalo into thick 
vegetation. 

It is here that the four-legged 
fighter’s vindictive eu nning 
comes into his own and where 
he will stand up and fight until 
the last drop of blood has 
drained from his body. 

He likes to catch his pursuer 
on a narrow trail whence escape 
is impossible. His triangle trap 
has: brought disaster to many & 
hunter, experienced and other- 
wise. 

This triangle trap appears to 
be a trick used only by buffalo. 
A wounded lion will lie in a 
patch of bush facing the pur- 
suer. When the opportunity 
arises, he will spring. If the 
rifle shot is accurate, however, 
only one is needed to effect a 
kill. 

The buffalo ignores both these 
“rules.” He will lead off into 


HELP 
Youl Safety) 
Patro] .. 


& 


4» 


OCTOBER SAFETY—This draw: 
ing won first prize as the Octo- 
ber safety poster in the Ameri- 
can Automobile Association's 
nationwide contest for 1955-56 
school safety posters. !t wos 
drawn by Robert Wong, of the 
Galileo High School. 
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trail behind him. Some way im 
he will furn: and double back 
on a trail parallel to the first 
The hunter moves up the first 
trail unt suddenly the buff wil! 
appear behind him. 

There is nothing reckless about 
a buffs courage. He comes in at 
an even controlled pace, swing- 
ing his great, horned head from 
side t6 side, ready to brush aside 
any opposition. 

Unlike the lion, he is rarely 
downed by one sQot. There is # 
case on record in“which it took 
ten hits—all in vulnerable places 
before the buffalo went down. 


Like the animals used in the 
Spanish bull-rings. the African 
buffalo never gives up. 

One hunter, caught from be- 
hind, was flung by a buff's horns. 
Most creatures would have been 
content with this. But not the 
malevolent buffalo. Walking up 
to the wounded man, he tossed 
him again, and then stood by in 
case a flicker of life should show 
that he hadn't finished his work. 

Fortunately the hunter was 
unconscious and didn’t move. 
The buffalo was badly wounded, 
and. after licking his victim’s 
face with his tongue, keeled 
over. He preferred to die on 
his feet than move away! 

Another hunter trailing a 
wounded buff, was caught on 
a narrow path. The creature 
came at him from the rear, hav- 
ing played the triangle trap. The 
buff’s horns caught the man be- 
hind the thighs. He was thrown 
some yards and lost his rifle. 

The buff moved over and ‘e- 
peated the performance, and 
only a miracle saved the hunter: 
—he was tossed back to where 
his rifle lay. Before he was 
gored, he just had time to grab 
the weapon and fire. 

Oscar Koenig, one of Central 
Africa’s best-known personali- 
ties~tells a story that fully illus- 
trates the fury and power of a 
wounded buffalo. — : 

Out hunting, he took two shots 
at one on the run. He failed to 
bring it down, and the animal 
disappeared into thick vegeta- 
tion. Koenig, another European, 
and two African gun-bearers, 


-went in to find. the wounded 


creature and put it out of its 
misery. 

The vegetation had closed in 
behind the buffalo, and they had 
to follow the blood spoor through 
narrow tunnels on their hands 
and knees. This blood spoor 
showed that both shots had pen- 
etrated the animal's lungs. 

In single file, Koenig leading, 
the four took thirty minutes to 
crawl about a hundred yards. 
It was very dark, the sun’s rays 
being unable to penetrate the 
thick vegetation. 

The -terrible silence almost 
persuaded Koenig that the buf- 
falo had died, when the African 
behind him whispered: “There 
he is. Look out, he’s coming!” 

From nine yards—the distance 
was -measured. exactly later— 
the buffalo rose out of the un- 
dergrowth and charged. Koenig 
fired instantly and hit the ani- 
mal in the chest. The four-legged 
fighter staggered for a brief in- 
stant and then bore on. 

Koenig wrote later: “I could 
see the black wrinkles on the 
forehead. The whole massive 
body towered over me, seemed 
already on top of me. I pulled 
the trigger again, then hurled 
everything away and ran—ran 
for my life in utter terror, tear- 
ing through the bushes, breath- 
less, and almost senseless.” 

But the huge animal was dead. 
The second shot had caught him 
between the eyes and reached 
the brain—from a range of eight 
feet! 

Little wonder that, as Koenig 
savs: “Hardened hunters will 
take off their hats” when a buf- 
falo dics. “Of all. bie game to be 
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ROYALTY ON THE RUN—‘Willia 
boy” taking him for a run on 


Prince Charles. 
vacation. 
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Corn is not just an ingredient 
of comedians’ jokes. 

It is also one of the grains that 
has served mankind for hund- 
reds of centuries. So important 
was corn in the economy of the 
ancient Egyptians that archae- 
ologists have found it in Egyp- 
tian tombs, left presumably by 
relatives and friends of the de- 
ceased to sustain the traveller 
on his journey into another 
“land.” There 
Biblical references to corn, in- 
dicating the part it played dur- 
ing that period of history. 
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Its use seems to have been 
common among the peoples of 
many lands, even in more re- 
cent times. When the white man 
first came to North America, he 
found the Indians growing maize 
or, what is sometimes known as 
“Indian corn.” 


ae - - 
Today, corn has many every- 


day uses, which, perhaps, are not 
always too apparent. Besides its 


. popularity as a canned food, it 


is used in breakfast cereals, as 
livestock feed, and in the manu- 
facture of syrup. It is employed 
extensively in” the manufacture 
of starch, paper coatings, textile 
fillers, cooking oils, the prepa- 
ration of antibiotics, etc. And 
who, once having experienced 
them, can forget the tantalizing 
aroma of johnny-cake and syrup, 
or the ineffable delight of fresh, 
tender corn - on - the - cob? 

Corn has become an increas- 
ingly important crop in Ontario. 
Production is three times what 
it was in 1934, and almost double 
in 1944. In 1934, Ontario farmers 
grew 6,797,000 bushels of corn. 
Ten years later, this had in- 
creased to 11,040,000 bushels. 
Last year, in spite of extremely 
bad harvesting conditions, the 
corn crop of the province to- 
talled. 21,920,000 bushels, writes 
Horace Brown in “Ontario Hyd- 
ro News”. 

To be successfully marketed 
today for many of its uses, corn 
must have its moisture content 
reduced. This is a major prob- 
lem because corn is some 30 per- 
cent water. If it is not dried out 
sufficiently, it 1s susceptible to 
rot and mould. Experience of 
corn growers, and those using it 
in various manufacturing pro-, 
cesses has shown that this: mots- 
ture content should be 
by about hal. 


reduced 


In natural corn-drying, the 
farmer places the shelled corn in 
huge, open-air cribs While this 
method is reasonably satisiac- 
tory, it is entirely dependent 
upon the vagaries ol the weathe! 


and corn may take weeks and 
even months to dry sufficiently. 
In- addition, there 1s a consider- 
able loss, due to the depredations 
of birds and rodents as well as 
mould caused by ifficient air 
getting through -the corn cribs 
* > * 
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are numerous. 


isfactorily. This method, it was 
found, also reduced the drying- 
time to a mater of hours, instead 
of the weeks or months required 
by natural drying. 
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Then electricity came to the 
aid. Manufacturers devised elec- 
trically-operated eqiupment that 
made corn-drying “automatic. 
Now, an increasing number of 
such installations mean money 
in the farmer’s pocket. 
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A man who has put this elec- 
tricel application to actual use 
for the farmer is Glenn C. Bro- 
die, of Melbourne, Ontario, some 
20 miles west of London. Mr. 
Brodie felt that individual corn- 
drying installations would be too 
great an expense for the average 


farmer. He reasoned, however, 
that the farmers of his district 
patronize 


a projéct that gaye them a 
chance .to market well-dried 
corn at a reasonable cost. 

To back this reasoning, Mr. 
Brodie invested $35,000 in a 
corn-drying enterprise three 
years ago, in conjunction with 
his grain elevator at Melbourne. 
Now, farmers within a radius 
of 14 miles bring their corn to 
Brodie’s Elevator and Feed Mill 
for shelling and drying. Then it 
is either shipped out as grain, or 
is sent to plant “for the produc- 
tion of starch and other products. 
The enterprise has been so suc- 
cessful that already similar 
equipment had been installed at 
several other points in the di- 
strict. 


would be willing 2 
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The activity has had an in- 
teresting effect upon the farm 
economy around Melbourne. Un- 
til the new corn-drying business 
was opened, that area planted 
a very small acreage of corn; 
todayy it is one of the distric'ts 
main cash crops. In the first 
United States and even to over- 
seas. Last year, business had 
more than doubled, with 143 
carloads going through the dry- 
ing process. This year, due to 
unsatisfactory harvest conditions 
in the fall of 1954, the volume 
may be lower, but the customers 
are still more than satisfied with 
this service, which means more 
money to them. 


Thanks. to electricity, the shel- 
ling and drying of corn are prac- 
tically automatic, requiring the 
attention of only two men. When 
the farmer's truck brings in the 
husked corn, the front end of the 
truck is attached to an electric- 
ally-operated hoist, which lifts 
the vehicle and allows the load 
to slide into the shaker. The lat- 
ter, operated by a 
power electric motor, conveys 
the corn to the shelter, which 
is. in turn, operated by a 30- 
horsepower electric motor, mak- 
ing it possible to strip kernels 
from approximately 1,000 bush- 
els an hour. 

Naturally, the stripped cobs 
and kernals are, by this time, 
mixed together But power-op- 
erated machinery finds this no 


problem. From theathe lier, the 


214-horse- 


kernals and cobs move Up a 
hucket elevator, making 50 revo- 
lutions a-minute, into a separa- 
tor a sort of fannir | 
wi wm ti are parted } é 
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leased, was taken during the Royal Family's recent summer 


introduced at this point, when 
an elecronic tester is used by 
Manager Keith Hutcheson to as- 
certain the moisture content of 
he corn before it is put through 
the dryer. Measuring out exactly 
100 grams of the grain, he places 
the kernals in the tester and 
passes an electric’ current 


‘through them. A dial indicates _ 


the electrical conductivity of the 
corn, which is directly propor- 
tionate to,the moisture content. 
A table of comparative measure- 
ments gives Keith the actual 
moisture count, and this de- 
termines the length of the dry- 
ing period. 
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Sifting, cleaning and automatic 
weighing follow this test, and 
then giant augers take hold and 


‘convey the corn to the §5-foot 


high Snoblen dryer, capable of 
handling 300 bushels an hour. 
Corn, still with a relatively high 
moisture content, is carried by 
the augers to the top of the 
dryer. Oil-burners, operated by 
electric motors, provide heated 
air, which is blown through the 
corn. Three hours later the 
moisture is reduced by about 
15% percent... a process that 
would take Mother Nature 
weeks. A chute carries the 

corn down a 47-foot drop into 
railroad garg waiting on the 
Brodie siding. 


* a = 


This process requires several 
electric motors with a total 


capacity of more han 200 horse- 


power. In fact, one room in the 
Brodie elevator accommodates & 
veritable battery of switches to 
conrol the various pieces of elec- 
trical equipment. 

& e . 


At Melbourne, corn is no joke, 
but money in the farmer's 
pocket, thanks to Glenn Brodie 
and his modern-day use of elec- 
tricity. 


While you do the dishes after 
a hard day’s work so the missus 
can go to bridge club meetings, 
you can get considerable conso- 
lation out of remembering that 
the male bass does all the house- 
work, Despite the obvious injus- 
tice of it all, the bass species 
have survived for many thou- 
sands of years. 

Gigantic lizards were the mo- 
tives for many of the legends of 
winged dragons and griffins; 
consequently, their modern de- 
scendents are the subject of su- 
perstition and fear. 


a 


TOTED TOTS—These British youngsters got 
carnival ride without even going on one, 
this fork lift truck while attending 
Engineers’ Comp at Longmoor, 
truck gave the kids on up-an 


R Barclay Warren 8.A. 86.0 


The Boyhood of Jesus 
Luke 2:41-52 
Memory Selection: Jesus ‘ts- 
creased in wisdom and stature, 
and in favour with God and 
man. Luke 2:52. oh 


Only Luke records an inel- 
dent in the life of Jesus during 
the period from infancy to his 
baptism at thirty years of age. 
It occured when he was twelve 
years of age, the time when 
boys took their place with the 
men in worshipping in the 
temple. Even at such an early 
age his understanding astonish- 
ed the teachers. When Joseph 
and Mary returned and found 
him in the temple they said, 
“Son, why hast thou thus dealt 
with us? behold thy father and 
I have sought thee sorrowing.” 
Mary never, forgot his reply 
which was, “How is it that ye 
sought me? wist ye not that I 
must be about my Father's busi- 
ness? He was realizing some- 
thing of his Divine mission. 
Nevertheless he obeyed Joseph 
and Mary, accompanying them 
to Nazareth and being subject 
to them. Here is an example 
of obedience that all children 
would be wise to follow, Parents 
have a responsibility in seeing 
that they do follow it. 

Jesus likely spent the years of 
boyhood and young manhood 
very much as others did. Mat- 
thew, speaks. of his- sisters and 
his four brothers, James, Joses, 
Simon and Judas. 13: 55-56. 
However Jesus differed from all 
others in that he never knew 
the taint of sin. He resisted 
every temptation to do evil. 

Jesus doubtles helped to sup- 
port the family by working at 
the carpenter trade. Sometime 
before Jesus reached the age of 
thirty, Joseph, the head of the 
family, died. Jesus on the cross 
made provision for his mot er’s 
care with the beloved disdiple, 
John. 

The memory selection reminds 
us of the intellectual, physical, 
spiritual and social development 
of Jesus. Each phase is import- 
ant to each of us. The spiritual 
one is the one most frequently 
neglected by youth today. Re- 
ligion is not just for old people. ; 
Youth needs God. 
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“What became of your partners, 
those wWond erful Windfall boys Tt” 


Upsidedown to Preven: Peeking 
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all the thrills of @ 
They just got into 
Public Day at the Royal 


England. The brightly colored 


d-down, back-and-forth, zigzag 


ride they'll probably long remember. 


i Seedy to 


° gime of the gathering 


eS 


ei from Trenton relatives. > 

Huntingdon township hall, Ivanhoe,| Mr. Wickens expressed thanks and 
was filled to capacity when friends | all joined in singing. “For They Are 
and neighbors from near and fer | Jolly Good Fellows.” 

to henor Mr. and Mrs. | Refreshments were served and the 

Joseph Wickens on their recent ' remainder of the evening, was spent 
marriage. in round and square dancing. with 

Mr. Percy Ray acted as master of | music furnished by Mrs. R. Haggerty | 
ceremonies and in his opening re-| and Mr. Joe Beaudrie, Springbrook. 
marks said: “I have always found] Little Miss Sandra Lee Cronk- 
to be a good neighbor and alwright, of Trenton, delighted all 
good citizen. And judging from the with her tap dancing. 
I am confident; Mr. Sam wens, Mr. S| 
you all are of the same mind.” Morland and Mrs Carman Howard, | 

The program opened with 4 round | of Trenton, gave an exhibition of old | 
ef community. singing. jed by the/ time step dancing. 


chairman with Mrs. Reg. Haggerty nanan 
at the piano. : 
. en:| NATIONAL BALLET 
“The following numbers were given: COMES TO BE VILLE 


Duet, “Are ,You Mine ", Marion and 
Shirley Broadworth: reading, “Mrs. 
Murphy and Her Reclining Position,” 
Miss Margaret Wright; duet, “Out 
Behind the Barn,” the Broadworth 
Sisters; accordian solo, Carol Sine. 

Mr. and Mrs. Wickens were aske 
to take seats of honor and Mr. Harry 


IN FINE PROGRAM 


The music of Chopin and Tchai-. 
kowsky, the rousing choreography of 
Anthony Tudor and all the splendor 
4|of National Ballet Guild of Canada, 
will feature the Guild’s evening of 


; ballet in the Belleville Collegiate 
Lavi dress extending | . 
acs gorseangreege i vears of rae, | auditorium, Monday, November 14th, 
: “na 4 at: 8.30 p.m. 


ried happiness. A warm welcome was ae 
extended . Wickens, who is well 
and favorably known in this district. 
The presentation of an electric 
tea kettle, heater, mixette and floor 
lamps was made by. Ted Lee, George | 
Wood and Sid Morgan. 
Mp. and Mrs. Wickens were 
scnseccenieneniasecrmannsscacnisiaae 
ST. JOHN’S ANGLICAN 
CHURCH, MADOC 


SUNDAY, NOVEMBER 13, 1955 
7 p.m. Evening Prayer 
9.45 a.m. Sunday School 


BANNOCKBURN 
10 am. Sunday School 
2.30 p.m. Baptism and Evening 


Prayer 


Sixty-five musicians 
under 
ville Theatre 
“Les Sylphides,” 
“Offenbach in the Underworld.” 

“Les Sylphides” is ar 
to the music of Frederik C 
ballet 
by the Russiat 
the choreograp 
day was produc 

“Lilac Garden” 
international critics as a 
masterpiece. First produced in 1936, 
“Lilac Garden” is & ballet of situa- 
tions. Caroline, who must enter a 
marriage of convenience, attempts 
to bid her lover farewell at a party 
heid in her lilac garden. The contin- 
ual interruptions of friends and re- 
latives complicates the parting. 

The woman in Caroline’s fiance's 


———————— 


FARMERS 


Prompt, Sanitary Removal of 


DEAD or CRIPPLED FARM 
ANIMALS 


Highest Prices for Old Horses 
for Slaughter and Dead Stock. 


24-hour a day service 


Guild, will present 


“Lilac Garden’ and 


also | 
, was 


ed in Paris In 1909. 
has been hailed by 


Rev. W. Giovetti 


PENTECOSTAL SERVICES 
’ AT THE 


’ ORANGE HALL, MADOC 


SUNDAY, NOVEMBER 13, 1955 

10 am.—Sunday School 

11 a.m.—Morning Worship. | 

7.30 p.m.—Evangelistic Service 

Everybody Welcome | 
Rev. R. H. Johnson | 


HOLINESS MOVEMENT, 
MADOC. 


SUNDAY, NOVEMBER 13, 1955 : 
| 


' 
Va. 


nl 
7 Days a Week 
10.15 a.m. Sunday School 

11,00 a.m. Holiness Meeting 

8.00 p.m, Wednesday, Prayer Meet- 


ing 


Phone Collect 


JACK MONTAGUE 


71-W $ Collect 
Rev. P. C. Bennett, Pastor. Phone Hastings | 


- 


CO-OPERATORS INSURANCE 
- ASSOCIATION 


announces the appointment of 


Mr. Rex. R. Rollins 


R.R. 3, Madoc Phone 377 R 2 
as authorized representative to sell 
CO-OP AUTO, ACCIDENT AND LIABILITY 
INSURANCE 


Adequate Coverage, Prompt settlement of claims at 
reasonable rates 


INSURE TODAY — THE CO-OP WAY 


COUNTY OF HASTINGS 


| Tenders for Trucks 
for Snow Plowing 


SEALED TENDERS, plainly marked as to content 


will be received by the undersigned up until ;, 


!Noon, Thurs., Nov. 17 


1955, for 
1. TRUCKS WITH DRIVERS 


wings to be supplied by the County). 


(Snow plow 


2. TRUCKS WITH DRIVERS (carrying their own 
snow plow and wing). 
ALL bidders MUST use proper Tender Forms, 


which may be obtained, together with detailed informa- 
tion, at the office of the undersigned. 


The lowest or any tender not necessarily accepted, 


W. L. LANGLOIS, 


County Engineer. 


232 Church Street, : 
Belleville, Ontario 


———— aed 


hair-raising 


the sponsorship of the Belle- | 


romantic ballet | 
hopin. This | 
first presented in 1908 | 
, Imperial Ballet, and | 
hic version known lo- | 


rrodern | 


Narre eee stcn-nnniceesnsiaasasitiniaettasa atin - 


2 2 ee 


Anthony Tudor’s delightful ballet to! on the first of November, Bill 


the music of Tchaikowsky, is set in 
Paris in the 1870's in a place where 
people come to be amused after 
hours. 

A debutante of good family, ac- | 
companied by three friends, arrives 
veiled in order not to be recognized 
in a place which is “out of bounds.” | 
An operetta star, her admirers a | 
grand duke and a peniless painter are | 
among those in attendance. 

Night life in a continental cafe is| 
the theme, with veiled young ladies, 
a business-like French can-can and @ 
fight providing the 
action and a rousing finish. 


SPECIAL 
LOW RAIL FARES 


ROYAL 
AGRICULTURAL 
WINTER FAIR 


TORONTO, NOY. 11-19 


FARE AND ONE-HALF 
FOR THE ROUND TRIP 


Good going—Nov.10th—19th incl. 


—tieanman 

Average tire mileage for motor} 
,cars 30 years ago was about 12,000 | 
| miles. 
Some of the Douglas fir trees felled | 
jon Vancouver Island are more than | 


|a thousand years old. 
| | Return—Leave Toronto not later 


than midnight, November 20th. 


} 
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— Man, You're Crazy > 
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j Forget your ag vusands are peppy at 70 
Try “pepping up” with Ostrex, Contains tonic ~ = ————} = 
for weak, rundown fecling duc sole! to i ee = 
} body's lack of iron which many men nd " ery 
women call “old fre Oerex Tonk Tal ets i y +| NV 
for pep. younger feeling, thix very day “h Ww i Ad D/ 
get acquainte l° sire only 0c. For sale at | 
all drug stores everyw ere. sae j 
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ALL-HITE” 
STEEL Saenger 
IRONING TABLE 


It is adjustable to all 4 
heights. Seamless chro- 


mium-finish legs. Tip- 

proof, tilt-proof. Far # E $17.95 9: STEAM-DRY IRON 

Seoplpeelerary <r Tadigmniiageen 

standing or sitting, from ‘enum ~~ : $19.50 parse nag Hea. 

either side. Ventilated ; controlled (gives more 

top. Self-locking. TRADE-IN $hf).00 steam for heavy fab- 
up to — rics, less for light). 


With This Handscme Hew 


nd 


STAINLESS STEEL WASHER 
TWO-TONE LCRUTAUETTE PINs 


a7 Se VALUE 
MINIMUM 


$50. TRADE-18 


| easter nt PORES ESTERS EOP HTH TE HO 


‘a7 °° ; 


TOTAL EXTRA 


Deable tubs, one inside 
the other. 6-minute wash- 
ing action. 4-part ball 
bearing mechanism. In- 
destructible cast iron 
safety wringer. 6-year 
guarantee. A\ll-white or 
colour choice. 


TROTTER HARDWARE 
Madoc, Ontario Phone 91 
P73 
OU — COME IN AND SEE US 


hed 
_ NO MONEY DOWN — TERMS TO SUIT Y 


FREE CHECK 
of OIL FILTER 


Serre semen ee ememnonany Sn A ners PRR NS er 
: EY my 
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THIS 


MONTH’S 
SPECIAL 


Be 


on enve® ay 
me iy 


~ PROTECT 


; your engine 


\ % WITHA 


CHRYCO™ 


MICRONIC OIL: FILTER 
& 


Land 


Chryco micronic oil filters... 


Vv Filter out 4 more dirt! 


¥ Provide up to 950 sq. ins. 
of filtering crea (conven- 


V Provide greater filtering speed I 
¥ Keep your car and truck engines 
tional types have only 69)! running longer and better! 


Get your FREE Oil Filter check-up NOW! 
INSIST ON 


CHRYCO FARTS 


THEY'RE GUARANTEED 


 ] 
CHRYCO is o trodemork of the Chrysler Corporation of Canada, Limited 
5 CHRYCO PARTS AND ACCESSORIES ARE SOLD BY..: 


Pigden Motor Sales 


PHONE 330 — 331, MADOC 
NIGHT PHONES 
Chas. A. Pigden — 143 Harold Picden — 426 
| Doug Pigden — 158 
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OUR RSVP NTR HA RE 


scenes menace LD 


TAL 


| SUMMA a 


| Full Length MUSKRATS $375.00 


SeRMER ISO RAAT NAT a 


PURE 


ee ere nT LAL TTS 
" onmmneneinit -ssenerveges estpneninaat gner ean nent 
iy. Wee teers file FAURE TR ag as 


Jack’s Appliance Shop 
~ SPECIAL 


5% DISCOUNT ON ALL OIL HEATERS IN STOCK 
1 QUAKER OIL HEATER REG. $134.95 
NOW ONLY $95.00 
Come in and Look over our any, new Television Sets. 
We have many new Electrical Appliances arriving 


every day. 
> 


¢ 


* 


A small deposit will hold any article until Christmas. 


vA A PR A AEA TSP 


FUR COATS 


| 


sec 


SHORT FUR JACKETS 
- FROM 


$99.00 TO $375.00 


ORDERS TAKEN FOR ALL TYPES 
OF FUR COATS 
al 


Complete Line of 


Children’s Wear 
0 SHEETS 0 NIGHTIES 


0 BLANKETS 
0 PILLOW SLIPS 


LINED JEANS $2.98 


FLANNEL SHIRTS .. $1.95 
Sizes up to 6x 


DRESSES 


Corduroy and Wool 
Up to Adult Sizes 
$3.95 UP , 


“ee @ 


Se ene . 


Ail 2. 


Dh ee 
ay 


GIRLS’ and BOYS’ 


BLAZERS 
$3.95 $4.95 
Sizes up to 6x 


Monarch SNOW SUITS 
From Infants’ up to 7 Years 


$6.95 Up 


VIYELLA SKIRTS 
Sizes up to 5 
$2.95 $3.95 


PYJAMAS 
Full Range - Infants’ to Adults 
$1.98 up 


HAND BAGS 
Pure Leather Mexican and Alligator 
$3.95 to $17.95 


LEATHER WALLETS $3.95 
LEATHER CHANGE PURSES $1.00 


PURE 


Costume 


Lingerie 
Jewellery 
75c to $1.25 


Crirolmes 


Slips 


BEDROOM 
SLIPPERS 


Sizes from Chikiren to Adults 


$3.95 
FULL RANGE OF GLOVES 


USE OUR CHRISTMAS 
LAY-AWAY PLAN 


A smal) deposit will hold 
any article until Christmas 


TWEED 
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1 J . ns @) o-mc TOW 4 lville. and Mrs. Gilbert (Stella) Hor- | St i j li 
: : . Mrs. i r Stell - | States, and in addition, Will Nave tne 
Resident in this area all his life, eS 


jton, of Marmorsa. | opportunity to see some top demon- TO 
James R. Wor 2c s | OF ’ t mon 
PHOTOS BY CARSON S MOBILE STUDIO, Port Hope aawentons ood, Ft. , Crookston, | strations in Homemaking Club Work 
ee a cE . eure ; died at his home on Wednesday, Nov- = ry) a 
ember 2. He was in his 64th wear las well as Agricultural Club Work 
ete eet “ <7 . : i They will also have an opportunity to 
Mr. Wood, who was a retired tar- | BATEMAN, DELEGATE || 7° aisO Nave an Opporrunity t 


e 
Sg he ae ol ‘TO NATIONAL 4.H CLUB visit the ‘International Livestock Agricultural 
- a oie say tates ENTS RESS Show. which is considered one of the 
the late Mr and Mrs. Alex Wood. He CONG IN CHICAGO : 


. 4 a . aat 
best beef. cattle and grain shows in WIN | ER FAIR 
Ross Bateman, Tweed, R.R. No. 2, the world 


é also lived in Springbrook for a num- | 
ber of years and was a member of | e 
* 7 ne sete og has been chosen to represent Has- Ross was chosen for his keen in- TORONTO, NOV. 11-1 
the local LOL there. His death fol . : 
s scan A e. E z Oi- > 7 : : 

} A brief ill are “Wood tings County on the 24th National terest in Junior Farmer. and 4-H FARE AND ONE-HALF 
owec a4 re S8. Ps : OH = ; * ¥ 
2 ee ac . mgt s ” at 4-H Club Congress in Chicago, from Club activities He has completed FOR THE ROUND TRIP 

ie tee PG 4 the meee occaaniaaan rot) i November 26th to December 3rd. eleven 4-H Club Project, has been Good Going — Thursday, Novem- 
te is surviv r oO “other ; ; ; : wi ’ e ; f . 

sen pagers sae : “y = ef. | Ontario is sending twenty-five del- active in all types of livestock and ber, 10 to Saturday, November 
yy ilbert, of "am sliford, and one | : : ot ci Rasalenes 
Pare aca - “ 25 ap *@ legates with two local leaders as a grain judging work and has been 19th, inclusive. 
sister, Mrs. Pe , rc i+ > : ss Sh ae 

ter, ar earl Howard, of Crook- |. .nerone, and a leader to this event President of his own Junior Farmer | RETURN — Leave Toronto not 
ston. ' . : : ) = . f mit > 
ee , ; rae : which will be held in the Conrad Hil- Club. He is, this year, Treasurer of later than midnight, Sun., Nov. 
n uneral was he in 1 , ‘ 5: ont 
a M x ni ws nies te ton Hotel, Chicago. the Hastings County Junior Farmer 20th. 

Some oo mere Home, Madoc, On) This event, to- which 4-H Club Association. Full information from any agent. 
he exer cbisleaysanreag) Sth.| members from the States in the The well wishes of the Juniors in : 
tev. G. Ewald, of a: officiated, 'yyi96n as well as from Foreign the county go with him and we trust 
and ‘th Pur TAS if Cy i. “. : : 2 
ve parma ree — snesneEe Countries will be in attendance, is an that he will have an educational as 

> oe y . aic » servic s ’ . 7 3 : ; ! 3 
Pi atx: Eras rensstelisuee were nee outstanding event in the life of every- well as interesting week in Chicago. 
direction of L.O.L. No. 442, Spring- | ' 
: ‘ | 
i brook. Interment took place in W hite | AIR ESRI ANID SESS TEU ET CARI SAORACT TNA OSTOMY LAE ORLA L RT 
Lake Cemetery. < = : 
Bearers were P. Kellar, T. Wig- | 
i gins, P. Blair, C. Blair, H. Mullett, | 
ae j 
and C. Burkitt. ' 
. | 
MRS. FRED REID | 
Seren RIN, ; j : iIvanhoe} | aay taf ‘ z 
JOANNE, 2 years, youngest daughter of tt and Mrs. Delbert | Good Going Tues., Wed., Thurs., Nov. 22, 23, 24. 
Francis, of Crookston.. Mrs. Carrie Hazel Reid, of Ivanhoe, RETURN LIMIT. — 15 DAYS 
Mond: * N romber 7th. ‘| the ‘weave’ 2 aie nt = 
Monday, November 4th, i ™ RETURN FARES FROM TORONTO 
Belleville General Hespital, after hav- 
g been in poor health tor two’ years TO YOU SAVE ; 
as ‘Sre was in her €4th year. WINNIPEG $38.25 $24.30 
The deceased was born in Madoc, REGINA 47.60 30.25 
the daughter of Mr and Mrs Lewis SASKATOON 43.60 34 05 
Vilson, and lived in Hermon prior (0 CALGARY-EDMONTON ; 64.30 40.90 
moving to Ivanhoe 44 years ago. She , 

was a member of Beulah United * From points 0 de Toronto, add local regular round 

‘Church, Ivanhoe, and the Women's 4 ; " 
Ks i ip coach fa -e to 1oronro, 

| Missionary Society. meade Reiss ndisrcee 
| She was predeceased by her hus- * Children under 5 travel free - 5 & under 12 half fare. 
band. Fred Reid, one year ago. She * 
I, I a * rular 150 Ibs. baggage allowance. 

\is survived by two daughters: Mrs. | Regula BEaE 
vor ; 5 ‘ - a | 
Cofin (Violet) Bain, of Millbrook; | Madoc J. W. KELLER Phone 56 
i Mrs. Clarence (Emma) Roe, of Ivan- | 

¢ | Boe, and six sons: Clifford, of Ajax; | ihe 
Arthur, of Rochester, N.¥.; Leslie, of 
itvanhoe; Fred, of Belleville; Ormond, < 
& Bloomfield, and Dayton of Belle- | 
ms 
s 
JANET BLAINE, 2 years; oldest daughter of Mr. and Mrs. William 
Gordon, of Madoc. 42k + oe ae Ae 
V-8 engines 
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7 | : SEE THE BANK 
i | * 
a . ABOUT IT 
rg | = 
oe ° Only a chartered bank 
‘he 4 ed offers a full range of 
. . Cy 5 banking services, including: 
" MELVIN, fon and Mrs. Mel Johnson, of Eldorado ~ 
Savings Accounts 
ss Current Accounts 
@ 
* Joint Accounts 
m 
‘ Personal Loans 
: Commercial Loans 
— = Farm Improvement Loans 
a 
c N.HLA, Mortgage Loans 
* 
* Home Improvement Loans 
= , 
ps Foreign Trade and Market 
® Information 
ao ‘ 
= Buying and Selling of 
* Foreien Exchange 
cd - . 
. Commercial Collections 
> Money Transfers 
" " t , . " ' t a 
branch ot a chartered bank 18 much more than the best place > 
Ab ; ; me: piace to * Money Orders and Bank 
keep your savings. It 1s an all-round banking service-cenue that sd Drafts 
* j 
provides services useful to everyone in the community. * Travellers Cheques 
z = 
, \ ' ® Letters of Credit 
In every one of 4.000 branches 1n Canada poopie are using © . yf . 
’ ’ j Safety Deposit Boxes 
all sorts of banking services. They make deposits, cash © fety Depe 
pS , ae 4 Credit information 
| cheques, arrange loans, rent safety dey osit boxes, transfer money * 
_—.. al ¢ Purchase and Sale of 
buy and sell foreign exchange. - oy 
‘ ‘ ‘ Secursties 
Only in a branch of a chartered bank are all these and many . Custody of Securities 
d . * 
hf _— = a and other valuables 
other convenient banking services proviced under one root 7 Pe 
, 7 ; i ; ® Banking by Mail j 
A visit to the bank is the way to handle a// your banking needs ° & °F 
' ; : ; 
simply, Safely, Casuy. ‘sd . 
~*~ aingerse wisnine TO GAVE THEIR CHIDE™ © 
: : = ' 4s \ ie ~~ 7 , “ + aa}, . * %? ¥ * rs . , Y 
PAKEN FOR TH LAVA | rHE CHARTERED BANKS SERVING YOUR COMMUNITY 
REE ae oe ; P 


“Dear Anne Hirst: My hus- 
band and I have been divorced 
over three years, and we have 
two children nearly of schoo! 
age. 1 am only in my early 20's 
now, and he is a few years older 
._,. We never did get along, we 
fought over everything . - The 
children were awarded to me at 


he time of divorce, and a short 
‘while afterward my 


husband 
was sent to a mental hospital. 

“Now he is, back again, and is 
coming to his senses; we 
each other often He is wonder- 
ful with the children, we all ‘get 
along fine and love each other 
very much. He has asked me to 
remarry him. We realize that 
we were too young to marry be- 
fore, and that he was sick be- 
sides. 

“Both our families Oppose our 
having anything to do with each 


spe 


other, and the things my par 
ents predict scare me. 
“] do want to make 4 real 


home for my husband and the 
children, and now I don't know 
what to do. Please help me de- 


cide. . A. 3.” 


PROFESSIONA® ADVICE ¢ 

* From all you tell me, I find 
myself on the side’of you and 
your husband. It seems -to me 
that neither your family nor 
his with all their affection and 
good intentions, can judge his 
condition as well as his wife. 
-Don’t resent their attitude, 
however. They are acting in 
good faith according to what 
they feel are the best inter- 


* 


*eeeeee # * 
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NOT TRUE-—That's 


essa Brown, above, is saying 


what Van- 
about reports of backstage 
bickering on the set of TV's 
“My Favorite Husband.” Van- 
essa costars with Barry Nelson 
in the show, and they and 
their spouses have been mak- 
ing a gay foursome lately. 
Barry didn't get along so well 
with Vanessa's predecessor,- 
Joan Caulfield. 


> 


* ests of you, your husba! d-and 
* the children. 
* You are, of course, eager to 
* take your husband back. To 
* make as sure as you can that 
* he is ready to assume respon- 
* sibilities, I suggest that you 
* both consult ‘the physician 
* who committed him to the 
* hospital. 
* 1 am informed that such in- 
* stitutions are ugyally over- 
« crowded, and it could be your 
* husband was released before 
sufficiently cured to 
succecss of remar- 


* he 15 
*“ make a 


* riage, His doctor, through ex- 
tensive examinations and 


analyses, will have an opinion 

which can guide you both His 
* conclusion may corroborate 
* your own — or he may ad- 
* vise waiting for a longer per- 
*iod and further consultations 
* before planning a second mar- 
* rage. : 
* For all your sakes, 1 hope 
* with vou that remarriage is 
* not far off. If you must wait 
* for it, wait patiently and with 
* faith, knowing that it is safer 
* to accept a professional opin- 
* jon on such a monumental 
. problem. 


DOUBTING WIFE 

WORRIES 

Dear Anne Hirst: 1 am very 
much in love with my husband 
and have. always trusted him. 

Lately, though, once a month 
he stays out late; he has joined 
a men’s club and he says they 
all gamble. 1 know he gambles 
» sometimes, but I believe now he 
is interested in some woman. 

“Several years ago 1 saw him 
with a girl, who turned out to 
be a friend of his brother's. He 
explained things, but I didn’t 
like it, so now I. think he’s see- 
ing sOmebody else. 

“Every time the club meets I 
get so uneasy I can hardly 
stand it! What do you think? 

WORRIED” 


* | think you are hunting for 
* trouble that does not exist. 


*” You certainly have gone far 
* into the past in your search, 
* and dug up an incident which 
* was innocent of any meaning. 
*If you persist in such non- 
* sense your husband will rebel, 
* and who could blame him? 

* On the evenings his club 
* meets, why don’t you and a 
* woman friend visit together 
* or go to the movies? That is 
* the practical answer to your 
* problem, and I hope you are 
smart enough t accept it. 

% = : 

In any crisis, tell Anne Hirst 
your situation and ask her opin- 
ion. If she cannot advise you 
herself, she will recommend a 
source of help which the situa- 
tion seems to require. Address 


her at Box 1, 123 Eighteenth. St, 


New Toronto,. Ont. 
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MODEST MISS AMERICA—“There is nothing q 
Kay Ritchie, Miss America of 1956. 
piece bathing suit which she wore at Atlantic City, 
right, Sharon, who says that she'll not permit any more 
her during her reign as the nation’s beauty q veen, pose 


seek 
3 


roof of a New York City hotel. 
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can 
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rms 


veenly about cheesecake pictures,” says Sharon 
The Denver coed is shown, 


at left, in the modest, one- 


site of the annual beauty contest. At 
cheesecake pictures to be taken of 
s in conventional street garb on the 


4 ~Gwendoline P. Clarke 


The busy fall season is still 
with us. On most farms thresh- 
ing is over but there are other 
jobs to do — pullets to house, 
cattle to change from pasture 
to stubble, fall wheat to sow, 
apples to pick and the other 
hundred and one jobs that have 
to be done before the leaves 
turn crimson and gold. In the 


For Halt-Sizers 


Especially th shorter, 
fuller figure this slimming 
tep-in accented by a new and 
dramat collar detail Picture 
this in crepe faille, or cotton 

youll gather compliments 
lore wherever you go! Pro 
portioned to fit you won't 
have a single alteration worry! 

Pattern 4629: Half Sizes 14%, 
1623, 18%, 2042, 22%, 24%. Size 
1615 takes 4 yards 39-inch fabri 

This pattern easy to use, sim 
ple to sew, is tested for fit Has 
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house canning and pickling is 
still the order of the day; the 
aroma: of - pickling spices is 
wafted abroad and mother sur- 
veys with satisfaction rows of 
green nine-day pickles; rich 
red beets and the deep yellow 
of mustard pickles. In fact a 
row of pickles can be a pleasing 
study in colour contrast. The 
children, of course, are back to 
school and mother must now do 
her own fetching an carrying 
surprising the Mumber of 
parental steps that can be saved 
when the children are around. 
On many farms the above pic- 
ture holds true; on other farms, 
as with Partner and myself, 
children have grown up and 
moved away. So now we do our 
own fetching and .carrying — 
or in many ways fetch and 
carry for each other. But on a 
farm where active farming is 
still carried on modern machin- 
ery has taken the place of will- 
ing hands. 


Taken the place, did I say? I 
wonder! A combine and a hay 
baler speeds up threshing and 
haying tremendously — provid- 
ing there is no mechanical 
breakdown, Less manual work 
is now required for many other 
jobs but it seems to me the 
work involved is taking more 
out of the older farmer than it 
ever did, Not ‘physically per- 
haps — with a milking machine 
a man can milk fifteen cows as 
easily as he milked five years 
ago. But the tension is greater; 
the output of nervous energy is 
increased tremendously from 
the days when Dad and the 
boys loaded loose hay on the 
hayrack and milked the cows 
by hand. Agriculture science 
has progressed by leaps and 
bounds during the last twenty- 


FORRESTAL TRIES 


USS Forrestal moves ov! 


OFGINGERFARM — 


| 
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five years but I have yet to be 
convinced that the average 
older farmer is leading an easier 
life. Shortes hours, yes, daily 
chores, lessened considerably — 
as long as everything goes all 
right. But a breakdown with the 
milking - machine, combine or 
baler — or a power failure — 
can-take more out of a man in, 
nervous tension than would the 
physicale energy used for the 
same job the old-fashioned way. 
However, there is nothing that 
can be done about it — manual 
farm labour being practically 
non-existent. As a result pro- 
gress and invention go hand in 
hand and it is probably only to 
the older farmer that adjust- 
ment comes a little difficult. 
The younger generation natur- 
ally accepts modern methods of 
farming in its stride just as it 
accepts jet planes and fast mov- 
ing automobiles. Mechanized 
farming is also an attraction to 
the middle-aged businessman 
with a yen for the wide open 
spaces. To him farming with 
modern machinery appears de- 
ceptively easy. So he takes up 
farming as a sideline, or goes 
out of business altogether, buys 
a hundred acres in an unknown 
territory; spends several thous- 
and dollars modernizing the 
house and barn, and another ~- 
few thousand on pedigreed cat- 
tle. In a great many cases a few 
years finds the business-man- 
farmer an older anda wiser 
man... as a resuit’the farm is 
again on the market, the bust- 
nessman having discovered by 
bitter experinece, that, to the 
uninitiated, modern farm ma- 
chinery merely substitutes one 
headache for another. Ironically 
eonugh if it were not for mod- 
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Sacra ¢ Wicaee 


“Oh, oh, I'm afraid you're not 
colorfast, dear!” 


| their long trip out into the ocean 
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AGAIN—Her sea ft als post poned a number of times 
1 s€0, 


fun to make! 


suite so keen on buying a farm. 
But of course there are many 
” businessmen -farmers, 
There is the executive type whe 
ean afford a farm manager and 
other help and thus indulge his 
hobby. Such -farms are the 
show-windows of agriculture — 
a. very different proposition 
fromm the businessman who sets 
run a farm by himself, 
even if he has every piece of 
modern machinery he can get. 
Well, 1 guess this is where I 
turn grandmother and leave 
farmers and farming methods, 
good, bad and indifferent, to 
take care of themselves. Dee, 
Arthur, David and Honey have 
just come in and I imagine 1 
shall be required to do a spot 
of baby-sitting — and dog-sit- 
while they go hunting 

Looks to me as if 
Dave has grown about two 
inches since we last saw him, 
and that was_only about two 
weeks ago. Héw children vary. 
One wee niece, two and a half 
years old, weighs only about 
twenty-five pounds and yet is 
as healthy and active as a child 
could be. Excuse me, | must res- 
cue the cats and dogs. Dave has 
already ‘made a bee-line in their 
direction. He is liable to love 
them to death. 


successful 


out to 
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tomatoes. 


The so-called Silver 
just a common Green ecl with 
a date! When they are six te 
eight years old, eels stop feeding 
and change to a silvery color for 


to spawn and die. 


Faces Are Pockets! 


“by Sauna Wher 


Fun to wear! Perfect for 
back to school. Make this ver- 
satile jumper and blouse from 
remnants, She'll love the pock- 
ets — they’re smiling faceal 
Sew-easy, thrifty! 

Pattern 752: Child Sizes 2, 4 
6, 8, 10. Tissue pattern, face 
transfers, directions. State size. 

Send TWENTY-FIVE CENTS 
in coins (stamps cannot be ac- 
cepted) for this pattern to Box 
1, 123 Eighteenth St., New Tor- 
onto, Print plainly PATTERN 
NUMBER and SIZE; your 
NAME and ADDRESS. 

LOOK FOR smartest ideas ia 
Needlecraft in our Laura 
Wheeler Catalog for 1955, Cro- 
chet, knitting, embroidery and 
lovely things to wear, Iron-ona, 
quilts, aprons, novelties — easy, 
Send 25 cents for 
your copy of this book NOW! 
You will want to order every 
new design in it, 
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‘ That was in 1916, and Babe Ruth. then 
pitching ior Boston won over Brooklyn, 2.1. Last year marked 
only .the second occasion the Nationa] League (New York 


Giants) took four straight 


Boston Braves did it in 1914 


Longest nine-inning game by time went 3 hours, 19 mm 


Largest share, losing player *— $6,712.50 to Cleveland. 1954. 


Smallest share, winning player — 


starved. Let's see if we can buy 
him and take him aboard.” 
“Sure, boss,” grinned the an- 
imal’s owner, a native labourer, 
“dat dawg ain’t no good to me. 


You can hev him fer nuthin’. 


too delicate for life at sea. But 


: ship: at Gibraltar, and the cus- 4} Ge » Italy and th 

fm one warship the captain was sup : : i gium, Germany, Italy an e 

agri with a very young ora sate ee a to rg Oe atid ol 6 Sete whe: eso Dardanelles. We all got back 
: e animals before clearin e sly » ger 

ll-pup he was determined to g for years in a London deers safely to our dear old home 


rear. Accordingly the dog was 
placed in the personal charge 
of his marine sentry, who had 
strict instructions to let+no one 


touch the animal. ily scoured and two indignant teen letters, on May 13th, and Dr. Nansen, who between 1893 ‘ ! 
A diet sheet and a “routine” strays from other ships were their first child was rot on and 1896 led an expedition PUBLIC QUALIFIED 
were solemnly drawn up and grabbed; brought on board and August 13th of the following nearer that North Pole than any MARKET i 


formed part of the sentry’s or- 
ders. Periodically the beefy 
marine ceased pacing his beat, 
took up a fountainpen filler full 
ef milk and carefully fed the 


$1,108.45 — Boston 


shore establishment in South 
Africa. His certificate of service 
gave his civilian occupation as 
“bonecrusher,” his religion as 
“scrounger,” and stated that he 
had volunteered to serve for the 
period of the emergency. Alas, 


ship. 

But both cats had sneaked 
ashore and were nowhere to be 
found. The dockyard was hast- 


duly presented as the new ar- 
rivals to Britain. 

Cats and dogs are by no means 
the only animal pets carried in 
warships. The ill-fated battle- 
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in finals of National Tennis Singles Tournament. 
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a room bearing that number. In 
some big hotels it is sometimes 
the practice to begin numbering 
the rooms at'14 or 15 in order to 
avoid 13 and its so-called evil 
associations. 


the digrits of which, added up, 


house. numbered thirteen. 


This woman married a Lon- 
doner, whose surname has thir- 


year. The husband has been his 
own boss for just thirteen years 
and is very prosperous. 

Can you wonder that this con- 
tented couple scoff at any Sug- 


_ should listen to the evidence of 


he used to tell his friends that 
he regarded Friday ‘the thifteen- 
th as “a day of dowble luck.” 
Those people whd think thirt- 
een in a family is unlucky 


again.” 

Quite a number of famous men 
have counted thirteen as their 
lucky number. Arctic evplorer 


man had reviously been, started 
his great voyage on March 13th 
with thirteen men. 

He reached civilization again 
on August 13th and gvas enter- 


tiny animal as it sprawled lux- cruiser Hood once had a walla- gestion that the number which | tained at the 13th dinner of the 
wriously in its cushioned basket. by, a destroyer boasted a full has so dominated their_lives IS | scottish eographical Society 
“Buster,” wartime mascot of grown black bear, and during unlucky” | on the folingrthi auriiary ath 
‘ ELMS. Stork, was a real sea the war the cruiser H.M.S. Kent Or consider ‘the case of 52- | : i g ajetoneks oa 
dog. He was picked up towards actually had a pet seal. year-old Mr. Roy Glynn, an | “Dr. Nansen has forever set 
‘ No one specially | aside the evil influence associ- 
~ | ated with the number thirteen,” 
Romford railway station ene 1 said one speaker at the dinner. 

night in 1949. But a month | ice pei: ce pres 
earlier, when he had left Rom- | Twenty-five thousand  wild- 
ford for New York, he was con- | fires annually burn 306 million 
f : | board feet in Florida—-enough 


spicuous with & white stick 
and a nurse to guide him. 

He arrived blind at the New 
Ear: Infirmary 
The 


and 
two operations. 


York Eye 


had 


Australian. 

noticed him when he arrived at 
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and 


: “move s bi ages 
ni ge bb gris feo — sion when it is offered on the public morket. On 
"Vea thank God, 1 cant” he a normal busy day, more than 100 different buyers 
suavbed operate on the Ontario Stock Yards market at 
| Said Mr. Glynn: “1 must be Toronto. When your stock is sold through the mar- 
| lucky Ll am, a thirteenth child, ket, competition influences the price you receive; 
| enlisted on the 13th in the 13th competitive bidding assures you of maximum 
Battalion, passed thirteenth in prices. ' 
my civil service examination, 


was in the 13th garrison In the 
| second world war, and the New 
York hospital where | recover- 
| ed my sight ~ as in 13th Street. 
| Who said thirteen was unlucky?” 

When a named W. J. 
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and oldest establish | 
On some breeds ex£* | 
week in the year. |. arg? 

paid For full details write | 
123. Elehteenth Street New | 


Sporting Goods. 250 Bank St. Ottawa 
nt. 


encase, ee 


BE A HAIRDRESSER 
JOIN CANADAS LEADING SCHOOL 
Great Opportunity 


13% 


Learn Balrdressing 
fession foot 


= MAKE money quickly selling Stand 


CERTIFIED RASPBERRIES ard Greeting Cards. Christmas amd 


to the stainless odorless ointment 
regardiess of how stubborn or hore 
lese thev seem 

Sent Po«t Free on Rereint at Price 


PRICE $2.50 PER JAR 
POST'S REMEDIES 


Queen St. &.. Corner of Logan 
TORONTO 


FALSE TEETH USERS 


RELINE your own loose plates per- 
manently with AMAZI (Acrylic) Re- 
Mner; Pardo ro used only by @en- 
tists. Guaranteed — Direct only $1.98, 
889 Lie Distributing Co... Rodney. On- 
ario. : : 


FULLY- 


SALESMEN 


PUBLIC MARKET—AIll buyers may see your 
stock and bid against each other for its posses- 


FULLY-QUALIFIED SALESMEN—Abattoirs hire 

* well-trained buyers to act for them; their first 

aim is to purchase as cheaply as possible. You 

need a fully-qualified salesman to represent your 

interests, to make sure you receive full market 
value for your live stock. 


REMEMBER—The Public Live Stock Market is 
the only place where fully-qualified salesmen are 
always available as your representative. 


This advertisement published in the interests of the 
PUBLIC LIVE STOCK MARKET AT TORONTO 
by two of Canada’s leading live stock commission agents — 


BLACK BROS. LIVE STOCK COMPANY LIMITED 
and McCURDY & McCURDY LIMITED " 
Ontario Stock Yards, Toronto 
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i i ; school, there were 
DROOPING SPIRITS—With children back af s ‘ 
fewer visitors to throw peanuts at the elephants in the Bronx 
Joo. $0 this poor fellow hod to drape his trunk over the wall 
and-hunt for tidbits thet might have fallen in busier days. His 


woebegone look indicates the pickings were slim, 


148 Frent St E. Toronto 
Established 1855 
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FOR SALE — Choice Heavy, Match- 


WOR SALE — Dressed Chicken and 
Fowl. Phone 84 R 4, Madoc. 45-1 
etnies 


FOR RENT — Two Apartments in| 


ed Team, rising 4 and 5, sound and 
quiet. Apply to Wilmot Embury, 
Corbyville, R.R. 1. 45-2 


22 
the SBealim Block. Apply Frank | FOR SALE — Four Crepe Dresses, 


Baal. Phone 250, Madoc. eg 
POR SALE — Girl's CCM. Bicycle. 
like mew, Apply Vera Embury, 


(7 Madoc. 44-2 | 


Size 16, rose, black, grey, navy. 
Twenty dollar value for $3.95. Also 
1 black wool gabardine Suit, Size 
16, $10. Offer good for short time. 
Box 316, Madoc. 45-2 


A AD MMMM 
x. G. ORMEROD, HEATING CON- “FOR SALE — ree Room, New 


TRACTOR, General Tinsmithing, | 
Repairs given prompt attention. | 
Phone 411 R 23. 38-8 | 
FOR MENT — Six Room House. 
Immediate possession. Apply to} 
Phiip Rivers, Phone 160, Madoc. 
45-1 


mer enon: 


‘ceil Cll ' 
APPLES FOR SALE—Hand Picked | 
Applies All Varieties. Apply Jim) 
Lahbeyr. Phone 389 R 2, Madoc, or 
Phone 191, Madoc. 43-3 | 
a en eee | 
pow T FAIL 10 SEE the exception-| 
al Savings in Tufts and Kelly's | 
Clear Out Sale. 45-2 | 


matic Pain, Sciatica, Lumb 
when RUMACAPS will help you to | 
welcome relief. Ask your Druggist. | 


| with steel 
Black and Tan well and spring water on property 
Apply ‘o | Large wood lot. 


FOR SALE — One 
_Houwhd, running § deer. 


Arthur Fleming, R.R. No.2, Madoc, property. 
45-1 cessions in township of Madoc. This 
| property is priced for quick sale. 


Ontario. 


deena | 

ROTKE — 1 won't be responsible | 
fer any debts contracted in my. 
mame wy any one but myself. 

3. John R. Gordon. 


MMMM A ALLAOL 


STOVE AND FUEL OIL-—For prompt ,Close to Village. Town Water passes 


| FOR SALE — 1945 


mE tes oaeny of Fee Lawrence Street. 
WH’ the agony of Rheu-/|chen dining and living rooms. 


. cellar and is in good repair. 


House, Insul Brick, hydro, on West 
St. Lawrence Street, Madoc, also 
cne lot. ‘For further information, 
apply Murray Smith, Phone 204, or 
Box 88, Madoc. 45-2 


= 


G.M.C. One Ton 
Stake Truck, in good condition and 
winterized. Also nearly new 
Cement Mixer, 344 cu. ft. capacity, 
on rubber tires and with Briggs 
and Stratton power. Apply at 
Madoc Billiards. 45-3 


sesrevsiriipiaisiste 


Solid brick 7-room home, West St. 
4 bedrooms, kit- 
Good 


FARM FOR SALE 
600 acres, 90 tillable, two barns 
roofs, Brick. home, both 
Electric power on 
Situated 10 and 11 Con- 


BUILDING LOTS 


Two excellent building sites, locat- | 
ved on West St. 
|Good location and priced ‘reasonable. wonder. 


Lawrence Street. 


One lot, West Livingstone Street. 


delivery phone Geo. Lummiss, | proper ty. 


Madec 268, Marmora 231 Collect, 
YMetrfeater for Cities Service Oil | 
. 


38-tf |/MADOC, ONTARIO 


LBLRALLADM MALLMAMAMDAD OLLI | 
QUEENSBORO NURSING HOME— IF CHRISTMAS 


J. M. CAVERLY 
Real Estate’ Broker 


Kind, wompetent care given all Faris ON SUNDAY 
Patients, Licenced, Rates Reason- ‘MONDAY A HOLIDAY 


able. Phone 357r6 Madoc, Mrs 
a Alexander. — 42-14 | 


Monday, 


WOR SALE — Green Timothy and j. cause it is Boxing Day. 


Alfalfa Hay in wire bales, stored | 


imaide; also Oats. Apply ee holiday is that 


Cooney, R.R. No. 3, Stirling, 
Phome 777, Stirling. at | 


provides that 


The reason December 26 will be a 
federal legislation — 
when Christmas falls | 
,on a Sunday, the following day will | 


‘il a MMM AMMAN ALAA LA LAA ALS | 
ibe a holiday. 


FOR RENT — Three Room Apart-) 


ment in Wright Block, Madoc, 
lummediate possession. Premises 
meaay be inspected upon application 
to Delbert Francis, at Stapledon’s 
Garage, Madoc. 44-4 
ce eeenenasnstaaacaimaaasamaanitat ii 
AGENTS WANTED — to sell Excel- 
feat features of Personal Christmas 


Carts, Wide selection of hundreds | 


of different subjects. Samples on 
reqeest. MERCO P.O. Box 75, 
Staten E, Taoronto. 41-6 


sctamiratassnaasanaascnnnaaana 
FOR RENT — Ground Floor, Heated, 
Apartment, 
Suitable for two. Available Nov- 
ember 5th. Also a bedroom to rent. 
Mrs. Mabel Phillips, Phone 451J, 
Made. 44-2 


seein 


LANDA MAMMAL ALLO 
@reveE & FUEL OIL, GASOLINE, 


Couplete line of Oil and Greases, | 
Prempt Delivery. Apply to Clem | 
Trevecton, Phone 215, Madoc, Dis- | 
trimetor for Regent Petroleum Pro-- 
17-tf 


arts. 


tC AlCl iC ALLMAN 


WANTED.—Reliable man as .Dealer) 
in Madoc. Experience not necess- 
step | 
t 


ary. A fine opportunity to 
imto old profitable business where 


Rawteigh Products have been sold | 


for years. Big profits. Products 
furnished on credit. Write Raw- 


leigh’s, Dept. K-272-163, Montredl, | 


PQ. 

Semel aeseacemcomene 

WOUSEWIVES — Due to the in- 
creasing demand for our products, 
we require 2 or 3 smart ladies to 
help out with the Christmas rush, 
We door to door selling. No cap- 
ital required. Highest commissions 


paki No experience necessary, 

Write to Mrs. H. McAdam, Stir- 

ling. Ontario. 45-1 
WANTED 


BASSWOOD AND POPLAR 
LOGS 


Highest Prices Paid 
Cutting Contracts Offered 
BOX VENEERS LIMITED, 
FERGUS, ONTARIO. 
43-3 
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EXTRA EXTRA 


We Wave been authorized to offer 
fc Male, the lovely brick home on 
@t. Lawrence Street, West, belonging 
ft the Barton Estate. 


Inspection by appointment only, 
Per tall particulars, consult: 


K. R. (Ken) HOLMES 
Yavureace and Keal Fatate 
BOXt 34, MADOC, ONT. PHONE 182 


hot and cold water. 


The official said there was no of- 
designating Boxing 


ficial statute 
Day a national holiday. 


A mumicipality this year, he said, 


also could declare Tuesday to be Box- | 
.ing Day. and observe it as a holiday. 
It was a matter for each municipality | 


to decide. - 


CARD OF THANKS 


I wish to thank all my friends and} 
get-well | 
and called on me, 
e I have been shut in since my | 


neighbors, who sent 
cards and letters, 


me 


recent accident. 
Mrs. Bert Bailey. 


Gives You More for Your Money 
Make Sure Your Family Receive All the Benefits 


THE IDEAL LIFE INSURANCE PROGRAM MAKES 
PROVISION FOR 


1. Immediate Funds at Death. 
2. A Sure Income for 


2 
° 


Mel Caverly 


Representative 
THE CANADA LIFE ASSURANCE COMPANY 


MADOC, ONTARIO 
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HEAD CHEESE 
BOLOGNA 


a a ae a 


FRESH PORK HOCKS .. 


t. . 
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RIB STEW BEEF .. 
SALMON FISH 


Madoc Frigid Lockers 


GEO. FOX, Prop. 


| 


| 
|; ments 


REAL ESTATE FOR SALE : 


PHONE 141 


December 26, will be a 
—_———__M | statutory holiday this year but not 


career 
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iP Planned Life Insurance 
' 


A Guaranteed Retirement Income for Yourself. 


i 

: 

! 

: 

For Further Information 

CALL < | 

: ‘ 

| | 

| | 
+ 
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Fresh Meat 
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The Uctonper Meeting OF fFfimity 
Ladies’ Ch.b was held at the home of 


'Earl Burnside, with a very good 
| attendance. 
Following the business portion, 


the nominating committee was form- 

ed. This is composed of Mrs. Drink- 
walter, Mrs. Fox and Mrs. Hulin. 

The program.me arranged by Mrs. 

Hulin, was in keeping with “Thanks- | 

giving’. Mrs. G. Moon had the Devo- | 

tional period, thoughtfully prepared. | 

| 

| 

i 

t 


Mrs. Empey read one of Edna Jac- 
ques’ fine poems, and this was fol- 
lowed by an article on ‘October’, by 
Mrs. Moon. Mrs Carl Howse then 
read an interesting story, ‘A Day as | 
Wife’. 


a Minister's Each member 


‘was asked to express their thoughts | 


on “Thankfulness’. Mrs. Brownson | 
read two poems and Mrs. Ivor 
Hughes gave a reading on ‘Health’. 
‘Miss Olive Ash conettided this part | 
of the programme with a paper on, | 
‘Seven Reasons for Living.’ 

After a lively contest, refresh- 
were served and a social | 
hour completed a pleasant evening. 

cna 
COUNTY ASSESSOR 
SPOKE AT HALIBURTON 


Cecil Geen, of Thomasburg, Has- 


tings County Assessor, was chairman 


at the fall meeting of District No. 5, | 
Association of Assessing Officers of | 


y. Ontario, held at Haliburton recently. 


The guest speaker at the gathering | 
was Max Sloan, director of Assess- 
ment for the Department of Munici- | 


pal Affairs. 


In the old days, the man who saved | 
money was a miser; nowadays he is 


OUTSTANDING 
OPPORTUNITY | 
FOR YOUNG MEN | 


FEATURING GOOD PAY, fine) 
working conditions, security and an | 
excellent pension plan spenbtaed | 
with an interesting outdoor life, 
here is an outstanding opportunity | 
for a young man. 
If you are a physically fit, forward- | 
looking young Canadian you owe | 
it to yourself to find out about | 

opportunities in Canada's | 

Regular Army. For full informa- | 

tion see the 


ARMY 
INFORMATION 
| TEAM | 

WATCH LOCAL ADVERTISING | 
FOR TIME AND LOCATION OR | 
CLIP THIS COUPON AND MAIL| 

TO 


| 
Kingston Army Information Centre, 
164 Wellington St., Dept. B., | 
Kingston, Ontario. 
Please let me have full information | 
on an Army Career. 
Name 

Street 

City 
I am Years Old. 


Wife and Family. 


PHONE 141 
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. 47¢ im Piece, 50c Sliced 


Phone 86 


| 
30c Sliced, 27c im Piece 


e 
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PRICES EFFECTIVE 
NOV. 10-11-12 : 


Best Buy Rose Brand Best Buy! Australian Fancy 


MARGARINE 2]: Suram Rusus 30 


Best Buy! Aylmer Pimento Ma 


Place Pack 
lee Box c 
8 ox. Jar 


Best | Buy! “Aylmer Pimento Manz 


—barking ear. Full dress 
Yellow, black or 


suit. 


white. 


NOW ony 


FRY’S sreattast COCOA 
5 |b. bag dae 
APPLEFORD’S save at WAX PAPER 
WAGSTAFFE’S cut Mixed PEEL 
pai age 
TEDDY 


Best buy! E. D. “‘Smith’s mas Best st buy! E. D. Smith’s Cherry 
FEATURE! 
100° roll 25¢ 
FEATURE! 
SAVE $3.97 FEATURES 
FAB 
Large 
The ideal Christmas gift 
Regular 3 for 25° 
FISH STICKS 43° 


Pir Fur =~ 33:|Pre Fuuer =-29: 
FIVE ROSES At Purpose FLOUR 

WAGSTAFFE’S lace Whole Red CHERRIES 8 oz. pke.29c 

' GIANT 3 39° 

—what a Panda! 22” tall a 4 @ oH 

PEAS 26 


OLIVES ::~23: | OLIVES 
FEATURE: 
ib. tin [5c 
FEATURE! 
FEATURE! 
8 oz. pkg. 18c 
: DETERGENT 
Tuxedo 
With Guest Towel 77° 
BIRDSEYE 
GREEN PEAS 


12 oz. Pkg. 


Lipton’s Beef Noodle 


33.98 With a $7.00 archi 
SOUP 


SOUP > vise 33: | CURRANTS <= = 23¢ 
CREAM of WHEAT 28 oz. oke. 31 


Crewn Brand 
Keg. or Chubby 
2 okgs. 39c 


Gorn Syrup = ™ 3]e 
KLEENEX 
won tm 2 for 3c 


Red & White Artificial 
* Heinz--Cooked 
Fresh Fruits & Vegetables 


Fresh Young—Rib End (3',y th. Aver.) 


PORK LOIN ROASTS Ib. 45¢ 
sn WaT 
Swift's—Rind On—Store Sliced 49¢ 
feta deste 


ORIOLE BACON Ib. 
BOLOGNA lb. 25¢ 


Swift's Brookfield—Skintess 


VANILLA * =: = 19¢ 
SPAGHETTI SOUP won ties D for Dhe 
QUALITY MEATS 
DANANA' w. 1c | FRESH LAMB LEGS Ih 5 
POTATOES 
CUCUMBERS — 2 23 
lb. Ae 


BANANAS Te 
giegebon wire 10 Ibs. aE 
TURNIPS 


} 
ed 


$2.20 « Year 
LOCAL and PERSONAL 


Mr. and Mrs. Grant Bennett, of 
Bowmanville, are leaving this week 
for Florida, where they intend spend- 


ing several weeks. 


Mr. and Mrs. J. C. Deitrich, of 


Chesley, who have spent the past. 


month visiting friends in Madoc and | 
visit Mrs. Letitia’ 


Eldorado, will 
Delaney, in Windsor, on their way 
home. 

Mrs. Fred Fleming, of Madoc, has 


been spending a few days with her 


dayghter, Mrs. Jack Dunham and 
family, at Wellman’s. 

Misses Donna Devolin, Betty At- 
kinson, Joan Holmes, and Catherine 
Hart, of Kingston School of Nursing, 
also Miss Shirley Edwards, who is 


attending Business College, in King- | 


ston, spent the weekend at their 
homes in town. 


Mr. and Mrs. R. Burnside, of Ot-. 


tawa, spent the’ weekend recently 
with Mr. and Mrs. P. HC Nayler. 

Mr. and Mrs. A. Ashléy, of Van- 
kleek Hill, spent a wekend recently 
with the former's parents, Mr. and 
Mrs. 8. Ashley. 

Mr. and Mrs. H. Henderson and. 
little daughter, of Toronto, visited 
the latter’s parents, Mr. and Mrs. C. 
Whytock, recently. 


Mrs. T. Jones and Miss Barbara. 


Jones, of Toronto, spent a few days 
recently with Mr. and Mrs. Stick- 
wood, 

Mr. and Mrs. K. Smith, of Peter- 
boro, visited the former's mother and 
other relatives in town recently. 

WH. Sayers, of Tweed, visited F. 
E. Brown last Sunday. 

Mrs. Percy Mack has returned to 
her’ home in Madoc, after visiting 
friends in Belleville and Sulphide, and 
also attending the funeral of the late 
_ Kenneth Kleinsteuber, of Sulphide. 


VISIT TWEED LODGE 


Mr. and’ Mrs. Jesse Reid; Mrs. 
Lavina Farrow, Mrs. Irene Gordon, 
and Mrs. Nina Embury, of Oakdale 
Lodge, visited Tweed Lodge on Fri- 
day evening, November 18. The 
Degree was beautifully exemplified 
by Smith Falls, after which the 
guests were treated to a Turkey 
Banquet, for ‘which a hearty vote 
of thanks was tendered by aii pre- 
sent. 

Th* % were two candidates from 
Thomasburg and one from Tweed. 
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ENJOY THE HOSPITALITY 


Land 0’ Lakes Dining Room 
Hotel Tweedsmuir,Tweed 


SPECIAL LUNCHEONS AND DINNERS FOR 
OUT-OF-TOWN GUESTS AND PARTIES, EVERY DAY 
INCLUDING SUNDAY 


@ Pleasant Atmosphere 
@ Dinner Music 


Bring the Family 


Delightful Dining Spot 


DORA AND TED COURNEYA, Hostess and Host, 
TEL. 184, TWEED 


Good 


A Complete Assortment of Desirable Shoes for Men. 
An ample Showing Thgt Combines 


Wear and Style 
WE'LL SAVE YOU MONEY ON FOOTWEAR. 
Scott McHale Brands —~ $13.75, 


Gale Bros. Brand -—~ 


Reliance Shoe Brand — $6.50, 


See Our Lines of Men's Heavy and Fine Rubbers 
for Winter Wear. 


Geo. 


MEN’S AND BOY’S WEAR 


| MEETING OF HOME AND 


| sence. Mr. Marshall urged parents to 


‘GUNS STOLEN 


AiaGAAMAA ou Uinteuld Colas Dhol 
Post Office Department, Ottawa. 


SCHOOL ASSOCIATION 


The November meeting of the 
Home and School was held on Mon- 


day evening, November 21, with a} 
| large: attendance / of parents and) 
teachers. } 


i 

: | 
The me¢ting was opened by the! 

president, Mr. Dorian Stewart, réad-/| 

ing the Home and School Creed. Mr. 

Stewart introduced the teachers, in-| , 

cluding the new principal, Mr. Mar- 

shall, who spoke on “The Importance 

of School Attendance,” outlining the | 

lawful and unlawful reasons for ab- | 


, see that their children were regular 
in attendance if they wished them to 
get along well at school. 

Eath room was open for parents | 
to visit and discuss with the teacher | 
any problem. 

Mrs. W. Armstrong, assisted by the 
_ treasurer, Mrs. Harold Brintnell, 
‘and the secretary, Mrs. R. Dafoe, 
accepted the dues for 1955-56. A 


| é 
| tare f = 
| a 
} 

prize of $2.00 and the Home and | 


wey Hs 


4 


ewes 


School Banner was won by Grade IV, 
Mrs. Eric McCoy's room, for having 
the most parents join the Association. 


* - 


ie a 


FROM TWEED STORE 


Burglars entered Barker's Hard- 
ware Store in Tweed, on Sunday 
night and made off with a number 
of guns and ammunition. The thieves 
entered the store by forcing the lock 
on the street door. 

Mr. Barker, who lives above the) 
store, heard the thieves in the store 
and said he could have caught them 
if he had had a gun. Local Police 
Chief, Walter Higgins, was at the 
scene 5 minutes after the alarm was |4.H CLUB MEMBERS 


raised. RECEIVE AWARDS 


The thieves mM a clean get-away 
but district police and OPP have beeii AND TROPHIES 
alerted to be on look out for the} 
ear they used in their escape, 

Thieves also tried unsuccessfully to 
enter Quinn’s Store. 


Mrs. toswaid Dafoe, Mel. Plan 


Bill Aylesworth. 


day, November 21, for the members 
oe Hastings County Junior Farmers 
‘and 4-H Clubs as they attended their ’ 
fifth annual “club night” at Stirling 
Community Hall, to receive trophies 
| and other awards won during the 


_ Reeve Murray Smith and all mem- te 2 4 
bers of Madoc Villagé Council will | = _ er eats Madoc, was named 
seek re-election at the nomination | ~"S ‘Standing 4-H club member of 


meeting to be held this Friday night | the year and was presented with the 
in the Town Hall’ |Bank of Commerce Agricultural 


|award of a handsome Bulova wrist 
; watch, 
: The Homemaking: award of a silver 
5 | tray, also presented by the Bank of 
| Commerce, went to Miss Grace Heas- | 
=| man, of Stirling, as the outstanding | 
*: | member in 4-H Homemaking Club 
= work. 
= Both awards. were presented by} 
=|Harry Fuke, manager of Canadian | 
| Bank of Commerce, at Belleville. 
| Harry Danford, of Springbrook, as 
fithe club member of the year, was 
presented the Victoria and Grey 
B | Trust Company award of $15. The 
f}money is to be used in further agri- 
jcultural education. The award was 
presented by G, H. Trill, trust com- 
| pany manager. 
| The Stirling Community Hall was 
well filled for the event which saw 
trophies and other awards presented 
= ito the juniors by agricultural argent 
B\of the county. Chairman for the | 
s | evening was Harold Detlor, Stirling, | 
president of the Hastings County 4-H 
Club Leaders’ Association. 
It was a big night for the Burnside 
| Brothers, Ted and Douglas, of Madoc, 
4 | Ted was named the outstanding 4-H. 
Club member of the year and also 
won the Bishop Trophy as the high 
| contestant lr seed judging competi- 
| tion, the Hastings County crop im- 
provement silver tray, and the Tomp- 
kins medal) for winning the highest 
jnumber of points in small weeds and 


smmemersereeresion ster nrmeetsnte ttn 


TO SEEK RE-ELECTION 


@ The Best of Food 
@ At Reasonable Prices 


to This New and 


Shoes: 


| seeds 
Douglas Burnside won the beef 
| and sheep judging trophy; the county 
hog producers’ trophy and the War- 
den's trophy as the champion live- 
atock judge. In addition he won the 
Hastings County Holstein Breeders’ 
$15.00, $16.00  aaes wad ana and also received 
$9.00, $9.50, $10.00. a Hobistein Friesian Breed history. 
Robert Burkitt won the A. 0. Dal- 
$7.50, $8.00 rymple award as the highest con- 
jtestant in coarse grain judging: 
| akurice Chumley: won the C.NLE 
| shield as the high novice in live- 


[stock judging, while P. C. MeGuire 
est | Dairy Cattle Challenge went to 
| Robert Burkitt. 


Athietic awards were won by Betty 
Ketcheson, as “Miss Hastings” for 


- 


MADOC, HASTINGS COUNTY, ONTARIO, NOVEMBER .24, 1955 
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largely attended Memorial Day Service in the Armouries. 


antenna tit ttsttsrtaaaataa 


It was presentation night ow afen-! 


Burnside, 


TH HASTINGS REVIE 


Number 47 


af 
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“ oon “"t a ) ws 
eand Doug Pigden are seen placing wreaths at the Cenotaph following 
Last Post and Reveille were sounded. ‘by 
Photo Carson's Studio 


1955; Lois and Ruth MeMullen won — HONORED AT 
awards as top girl athletes with Lyle 
Leavens taking the Lee Grills trophy TROUSSEAU TEA 


| as the best boy athlete. The girls'| AND SHOWERS 
| softball trophies, the Roscoe Robson 
| Trophy and Hon. Dr. J. A. Faulkner | Miss Marjorie Ruth Hopson, whose | 
, Tropitty ent to Sidney township, ;™arriage to Mr. Claude Alvin Com.! 
, with Sidr bee: Mdpning the Fred | | erford toak place in the First Baptist 
Wilson Trophy and the Hastings | Church, Odkawa, on Saturday after-! 
County Junior Farmers’ rosie for noon, has been entertained at’ several 
boys. pre nuptial events, 
| Miss Faye L. Irvine, home econo- | TROUSSEAU TEA 
mist, presented provincial honor | Mrs. Ralph Hopson entertained at 
awards to Eleanor Wright, Roberta {a Trousseau Tea for her daughter on 
Sager and Pat Moore and county Saturday afternoon and 
honor certificates to Grace Heasman, November 12th. 
Mavis Bird and Mary Jane Phillips. | teceiving with the bride's mother 
Presentations were made to Doug |were Mrs. Harold Comerford. the 
Doug. Detlor and Ross |bridegroom’s mother, and the bride. 
Moorcroft as members of the team | Yellow and bronze chrysanthe- 
competing at the Royal WintefFair.|mums centred the candlelighted tea 
4-H Club. presentations were as table, where Mrs. Ronald Collins 
follows> , poured tea in the afternoon, and Mrs. 
Massey Harris-Ferguson True Type Herbert Kidd, of Ajax, in the even- 


evening, 


| Model -— Carolyn Thompson. ing. Serving were Miss Francis 
Belleville Kiwanis Trophy Vere: eee and Mrs. Edward David. Miss 
lyn Thompson. | Helen Milne was in charge of the 


Hastings County Hog Producers’ | trousseau room and Mrs. Vernon 
Tray Harold Harris. | 0” Neil was in the room containing 
Charles Davidson Trophy —- Harry /the shower and wedding gifts. 
Danford. SHOWERS 
Warden's Potato Club Trophy | Mrs. Robert Martin was hostess at 
Edmund Hickey |a miscellaneous shower. Games pro- 
Hastings County Holstein Breeders’ vided the entertainment, with Mrs. 
Trophy -—— D. Burnside Harold Audley and Mrs. Arthur | 
The Club 10, ORFFDA Award, Parry receiving prizes. Miss Carol | 
went to Jack Vermilyea, a member Britton and Mrs. G. M. Rehinaie | 
of the BCIVS Tractor Club assisted in serving 
Wonnacott Showmanship Trophy Mrs. Douglas Clark and Mrs. Har- | 
Jack Vermilyea. jold Harmer arranged a neighborhood 
Carolyn Thompson, Raymond Ross, , Shower at the former's home. Mrs. i 
Barbara Blakely and Douglas Ver- ‘Tom Favell and Mra. Clifford Solo- | 
imilyea received histories of the Hol-|mon assisted with the serving. 
stein Friesian Breed in Ontario. Misses Betty and June Hodgson |” 
Films of the 4-H Club competi- were hostesses at an evening party, | 
tions at the O.A.C., in Guelph were the guests being girls from ia 


Do You 


shown. 
Entertainment for the club night | » 
program included musical selections | 


iby hr Ruth Mumby and by Miss | 
Betty McConnell. 


| 
BIRTHS 
| 
In Ejlzevir beta nig 
on Wednesday, November 23, 1955, 
to. Mr. and Mra. Kenneth Cassidy, 
a gon, Gene Allan | 


CASSIDY 


To Mr. and Mrs, George | 


John Kenneth Joseph, on November 
17, 1955, at Peterborough 
Hospital, a brother for 

Barbara and Mary Elizabeth. 


gg vied (nee Gwen Lioyd), at Vie-! It's so cheap, it 
toria Public Hospital, Fredericton, | 
N.B on November 8. 1955, a| 
daughter, Gina Lynn | 
CAMPBELL To Ken and you | 
Campbell “inee Fuirburn), a son 


| 


Civic 


mata ra “SEE HOLMES 


Established April 6, 1873 


MRS. O. TROTTER 
HONORED AT 
STORK SHOWER 


On Friday eyening, November 11, 
about twenty ladies from the Wes- 
jleyan Methodist Church, Belleville, 
gathered at the home of Mr. and 
Mrs. Oliver Trotter to welcome their 
new daughter, Joyce. 

A pink and blue basket filled with 
gifts was placed on the coffee table. 
Mrs. Trotter was invited to a seat of 
honor and asked to open the gaily 
trimmed parcels, which contained 
many lovely baby gifts. 

Some time was spent making a 
baby book, which was read when 
completed. 

A dainty lunch was served wy. the 
ladies. 


oe 


WINS AFGHAN 


Miss Betty Wickens, of Crookston, 
‘held the lucky ticket on the afghan 


which . was sponsored by Madoc 
L.O.B.AN ; 


enn 
Office, General Motors of Canada. 


The highlight of the evening was the 
presentation of a limed oak step up 
table and two place settings of 
White Orchid silverware to the bride- 
to-be. Miss Theresa Conlin and Miss 
Joyce Van Camp assisted the Misses 
Hodgson in serving. 

Mrs. Vernon O'Neil and Miss Helen 
Milne entertained at a miscellaneous 
shower at the home of Mrs: O'Neil. 
Misg Joyce Van Camp and Mrs. Vic- 
tor Haire were awarded prizes as the 
winners of the contests. Refresh- 
ments were served by the hostesses. 

On Thursday afternoon, November 
17, Miss Hopson was again honored 
when she received from the staff of 
the Parts Office, General Motors, of 
Canada, Oshawa, and the Parts Of- 
fice girls, an electric floor polisher, ~ 


| @ silver cream and sugar and a ham- 


mered aluminum casserole. | 

Following the rehearsal on Friday 
evening, the bridal party were the 
;Suests of the bride’s parent's Tre- 
sane Street, Oshawa. 


seconded cleat acai 
COMING EVENTS 


<onnnemsnitienssshnghsntasniapesins 
RESERVE THE. DATE, SATUR- 
day, November 26, for Rummage 
Sale, under auspices of St. Peter’s 
Church Choir, in Trotter's Hard- 
ware Store 46-2 


i 


SHOOTING MATCH FOR DRESSED 
Geese at Carman Mullet’s Crook- 


ston, on Friday, November 25, 
at 1 o'clock. Range — 75 yards. 
Peep Sights. 47-1 


7 


RESERVE THE DATE£, SATUR- 
day Noveniber 26, for Trinity 
Church W. A. Bazaar and After- 
noon Tea from 2.30 p.m. to 6 pzm., 
in the United Church Sunday 
School Rooms. 38-2 


f 


THE LADIES’ AID OF ST. PETER’sS 
Presbyterian Church will hold 
their Bazaar and Sale of Home 
Cooking, on Saturday afternoon, 
December 3, in Trotter's Hardware 
Store, commencing at .2 o'clock, 

47-1 


| BRIDGE AND EUCHRE PARTY 


will be held in the LO.0.F. Hall, 
under the auspices of Oakdale 
Rebekah Lodge, on Monday, Nov- 
ember 28, at 8.16 p.m. sharp. 
Bridge and Euchre prizes and Door 
Prize. Admission: 35¢ 47-1 


Own a 


Power Saw 


As an intelligent man you just doen't take chances. 
Insure your Saw against any possible damage 
including falling trees. 


will amaze you. ® 


For full particulars Cansult: 


L K. R. ‘Ken! Holmes - 


Real Estate —- Insurance 
BOX 34, MADOC, ONTARIO, PHONE 192 


FOR HOMES” 
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Put water, salt, and rice in 2. 
quart saucepan and bring to 
boil. Turn heat as low 
ae possible. Cover saucepan; 
eave over low heat 15 minutes 
Add sugar and cinnamon. Pour 
the lemon juice over apples and 
mix into rice mixture. Pour into 
@ 1%-quart baking dish’ Place 
marshmallows over pudding, 
eompletely covering top. Bake 
at 350° F. for 30 minutes, or until 
marshmallows are browned. 


NUT BROWN PUDDING 


Cream butter with sugar salt, 
and spices Add egg. Beat until 
@mooth. Pour milk over bread 
erumbs, raisins, and nuts) Com- 
bine with creamed mixture. Dis- 
solve soda in warm water and 
add to pudding. Pour into deep 
1%-quart casserole which has 
been greased with butter, bake 
300° F. for 1-1% hours, or until 
a deep dark brown. Serve with: 


ihe 
uy 


WAPORTED YOGI — Yankee ver- 
sion of the Orient’s men of mys- 
ticlam — the yog!l — strolls down 
the Ginza in Tokyo, Japan. Yogi 


Berra, wizard catcher of the 


New York Yankees, is playing 
with the Bombers on their ex- 
hibition tour of Japan. 


} 
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butter 
114 tablespoons lemon juice 


Combine dry ingredients; add 
wated and cook until clear and 
slightly thickened. Add butter 
and stir until melted. Add lemon 
juice. Serve hot on pudding. 

= = te 


QUICK FUDGE DESERT 
1% eups sifted flour 

2 teaspoons baking powder 
1% teaspoon salt 

% cup sugar 

i egg, beaten 

4% cup milk 

3 thisp. melted dhavtenhig 

Fadge filling. 


Sift together dry ingredients. 
Combine eggs, milk, and short- 
ening. Add to flour mixture, stir- 
ring until smooth. Spread % 
of batter in bottom of greased 
8-inch square baking pan. Pour 
fudge fiilling over batter. Drop 
remaining batter by spoonfuls 
over fudge filling. Bake at 400° 
F. 25 minutes. 


FUDGE FILLING 
1 egg, beaten 
% cup sugar 
] -ounce square unsweetened 
chocolate, melted 
% cup chopped nuts 
1 tablespoon melted butter 


Combine egg, sugar and melt- 
ed chocolate, mixing well. Add 


nuts and butter. Beat well. 
~ = = = 


PEACH ROLL-UPS 
1% cup butter 
% cup orange juice 
% cup sugar. 
2 — grated orange 


2 cups sifted flour 

3 teaspoons baking powder 

1 pra salt 

% eu shortening 

% cu > 

1 an (No, 242) cling peach 
slices 


3 tablespoons melted butter 
% cup brown sugar (packed) 
1 teaspoon cinnamon 


Simmer first 4 ingredients to- 

a. for about 5 minutes to 

a sirup. Pour half this 

sirup in bottom f° 4 @4nch 

square pan (or shallow oblong 
pan.) 

Sift flour, baking powder, and 
salt into bowl. Cut in shorten- 
ing and add milk, mixing to a 
moderately stiff, dough. Drain 
peaches thoroughly. Roll dough 
to an oblong about 10x14 inches 
(dough should be about %-inch 
thick). Brush with melted but- 
ter; sprinkle with brown sugar 
and cinnamon. Arrange drained 
peach slices over surface and 
roll carefully, starting from the 
short side, as for jelly role. With 
a sharp knife cut into 9-10 slices 
about 1 inch thick. Arrange 
peach roll-ups over sirup in 
pan, pressing them lightly until 
they barely touch each other. 
Bake at 425° F. for 15 minutes, 
Pour remaining warm sirup 
evenly over roll-ups and con- 
tinue baking 10 minutes longer, 
or until a rich brown. Serve 
warm. Top with whipped cream 
or ice cream if you wish. 


Fur Coats for Ladies: $1 Off 


Canadian fur goods manufac- 
turers shipped 220,717 ladies’ 
fur coats in 1953, some 1,260 


fewer than in 1952. The average 
value was $228 or $1 less than in 
the preceding year. 


WORSE OPERA — Only in Vienna, heartland of maike- believe- 
eome-true, could a horse show be held in such sumptuous sur- 


roundings. 
Schoo! para: 


bers of the Hapsburg-founded Spanish Rj 
their mounts\in chandeliered hall. of the Hofburg, 
onetime imperial Castle of the Hopsburgs. 


ing 


Known the world 


@round in equestrian circles, the renowned riding organization 
only recently returned to Vienna from its exile during the occu- 


pation. 


SEAT RE 


CHAPEL-LENGTH WEDDING GOWN is of white terylene sheer. 
The straight front panel is beautifully appliqued and the sides 
and back of the skirt are permanently pleated and intricately 


— 


MY DAREDEVIt PLUNGE 


Six people have shot the Falls 
at Niagara and three have come 
h alive. One of these died 

later of alcoholic poisoning and 
another was killed when he 
slipped on a banana-skin during 
a music-hall tour of Australia. 
Of these who made the trip, 
dean Lussier, a French Canadian, 
is the only living survivor (and 
possibly the only one who was 
in a fit condition to be aware of 
what 4appened). This is how 
he described his experiences to 
Gibson Cowan: ‘ 
I found some difficulty in get- 
ting into the rubber ball. Finally 
I worked my legs into the holes 


made for them and slid down in-~ 


side into a sitting position. I in- 
flated my rubber suit until it 
filled the remainder of the space, 
leaving only my head and hands 
free. 

It wasn’t as hot as I expected, 
but the July sun shone in on top 
of my head and sweat began to 
run down my neck. There didn’t 
seem any point in delaying 
things. It was five minutes past 
three exactly. “O.K.,” I said. 

I switched on the electric light 
If *hey answered, I didn’t hear 
them, but the manhole closed 
and the turnbuckle twisted. | 
waited for a long time, and began 
to think that something had gone 
wrong. 

I could just fee) the lift of the 
waves and an occasional nudge 
which I took to be bumping 
against the sid~ of the boat until 
one heavier than the rest told 
me that they were rocks and I 


Jae probably been adrift quite _ 
“a while. 

I closed my eves, relaxed, and 
let my head lol! It gave me the 
same sense of security that you 
have -when you pull the sheets 
over your head in bed 1 knew 


that all I could do had been done 
when I had finished the design 
of the ball 


The weight at the bottom kept 
me upright, and when the move 
ment started it was no worse 


than that of @ small boat in a 
fairly choppy sea. After the first 
few jolts | knew that I should 
come to no harm on the rounded 
rocks even if I caught one full 
on, but everything seemed very 
slow. 

1 was wearing five wrist 
watches of different makes, for 
advertising purposes, but I didn't 
even think of looking them. We 
had estimated that I should be 
twenty-eight minutes coming 


> 


down the upper rapids, I was 
five miles from the falls. when I 
was released, but the current 
was running at about 17 miles 
per hour. 

I had confidence in the ball, 
an. I kept. thinking of Annie 
Taylor and Bobby Leach. I'd 
never met Annie, She was the 
first person to go uver — in an 
ordinary barrel without paddling 

She was a middle-aged school- 
mistress with a taste for liquor, 
and had done it out of sheer 
bravado after being thrown out 
of a saloon, They stuffed her in 
head first and just hammered 
down the lid. She came out all 
right. 

I was a stuntman and was in 
it for publicity and the money. 

Bobby Leach, from Bristol, in 
England, had gone over in a 
steel cylinder in 1911. Strapped 
in he would have been all right, 
but as it was he broke both arms 
and legs, and was in hospital for 
twenty-two months. 

Then the ball gave a little bob, 
like going down a lift for two or 
three feet, and then ,became ab- 
solutely still. I guessed it was 
the little trough just before the 
sill that could be seen distinctly 
from the shore 

The day previously we had 
sent the empty ball over for the 
n.ovies which were already de- 
veloped and in New York, I had 
noticed the bobbing movement 
and the stretch of smogth water, 
and I knew that I must be near 


the edge. I looked at the time 
It was thirty-three minutes after 
three 

There was no feeling of falling 
What sensation there was was 
one of soaring If it was tike 
z.1¥thing, it was like a ski jump, 
only cut off abruptiv in the 
middie 


If the laws of physics are cor 
rect, it took under four seconds 


to fall the 148 feet k I be 
par ta enunt but 1 Aidn't-<eem 
as long as four seconds. 

There was always the faint 
chance that I should drap 
through the falla and 1 waited, 
with my head slight!y ducked, 
wondering whether I should hit 
a rock 

1 didn’t even feel anything 
when I hi. the water not until 
I real.zed the ball was definitely 
at rest, rocking gently from side 
to side. The noise seemed duller, 
and vet bieger and heavier 1 
pressed my esre to make sure 
the plugs were in pi 


nr le NR 


Nat my wrist. 


' with dew. . 


At the same time the ball be- 
gen to press on me heavily, so 

ez had to hold my breath to 
relieve the pressure on my chest. 
I became aware that at some time 
the lights had gone out. 

At the trial the ball had bob- 
bed up within three seconds; but 
the falls are mysterious. Water 
coming down from all sides of 
the horseshoe will sometimes 
hold a log right under the fall 
for an hour. The pressure wasn’t 
too bad, but it was eerie. 

I felt that the electricity had 
escaped from the batteries and 
was crawling over my body. No- 
body has been able to explain 
it to me, but it was some sort of 
electricity. 

I sat in the darkness gently 
rocking from side to side. Then 
the ball began to spin slowly up- 
ward .., 

I -aited a moment and then 
cautiously opened an air valve 
ag.ui'. A little water came in, 
but I decided that it was only 
spray and that I was back on the 
surface. 

Now that 1 was over the worst, 
I could. allow myself to think of 
Charlie Stephen. He was also 
from Bristol, He was the third 
man who had tried it, but he 
had asked for trouble from the 
start. He hadn’t even soaked his 
barrel, and it leaked like a sieve. 


We all told him he was commit-~ 


ting suicide. 

‘Two of the watches had lum- 
inous dials, but I couldn’t make 
out either of «them. Finally I 
concluded that somehow or other 
the boats had missed me and I 
had drifted into the whirlpool a 
couple of miles lower down. 

I told myself that even that 
wouldn’t be too bad, for I| had 
examined it carefully and‘ de- 
cided that it had very little suck. 
A kid of eighteen swam through 
it a little while ago. 

What puzzled me was that the 
roar of the falls kept rising and 
falling with an almost regular 
beat. I pulled. both plugs out of 
my ears and became completely 
confused by the noise. 

I didn’t know then that I was 
drifting backwards and forwards 
in the surge between Canada 
and America. 

I pushed the light switch again, 
but it still would not work, and 
for quit. a time I fumbled about 


in the hope of putting my hand 


on a loose wire, I tried to relax. 

Unexpectedly the noise died 
away, and almost immediately I 
heard a scraping on the outside. 
It was as if someone were tying 
a rope on to the ball. 

I unfastened the manhole from 
the inside, but kept my hand on 
the bolts. For a few’ minutes I 
was jerked about all over the 
place, and then the sunlight 
streamed in, dazzling after the 
darkness which had gone before. 

Before anyone asked me I 
shouted that I was O.K. I looked 
All five watches 


h stopped. Everybody was 
shouting “O.K. O.K.” to the 
shore. 


I stood up and put my head 
out. The boats were just where 
they said they would be. I asked 
the time, they couldn't tell me. 

Nobody had a watch. 

When we landed it was five. 


Straw Hat Making 
By Hand in Sweden 


A path that was slippery with 
pine «needles led tod the glade in 
which the little old woman’s 
little red cottage stood. It was 
like the beginning of a bedtime 
fairy tale. Round the cottage 
grew glaring red peonies, deep 
blue aquilegias and that grace- 
ful flower we call “lieutenant’s 
heart”; the grass- was still fresh 
. » It was, in fact, 
just such a picture as ydy would 
expect ta find on any wooded 
slope in Central Sweden: 

The little old -woman who 
lived there was called Maja- 
Lena; her surname did not mat- 
ter, for as Maja-Lena she was 
known throughout the parish 
and a good bit beyond as well 


DOWN IN THE MOUTH — This is the gaping mouth of Mc 


' 
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She had just one room, enough, 
she thought, for her simple ~ 
needs. The furniture was of the 
simplest, yet on the walls hung 
certain pictures which showed 
that she was not a complete 
stay-at-home, but had seen a 
little pf the outside world. 
White hair, combed smooth, 
neatly parted in the center and 
fastened tight in a bun at the 
nape... . Otherwise, she was 
liveliness itself. 

Her fingers were fluttering 
as quickly as a lark’s wings and 
it was all the eye could do to 
follow her movements. Beside 
her lay a bundle of straws, from 
which at regular intervals she 
would take two or three, and 
before you knew what was hap- 
pening they’ had been turned 
into part of a long plait that 
coiled out across the floor. 
When the plait was long enough, 
she would thread her needle, 
sew with frenzied concentration 
for a while, and there was a 
straw hat complete and ready 
to wear. 

“There’s no more ‘to it than 
that,” she said. Perhaps not for 
her; but when others try their 
hand at it, they realize that to 
make the straw hats of Arte- 
mark is an art. 


The custom of wearing straw 
hats is not an old one. It seems 
to have started here in Dalsland 
 porgpenre at the beginning of 
ast century . . And Go they 
began making them all over 
the district; they were sold to 
Norway and elsewhere, even to 
China. In those days they used 
to take sacks of them by wagon 
to Fredrikshald in Norway. 
That was mostly in the sum- 
mer. 


Such hats are still worn todav 
during harvest. They are plait- 
ed with different numbers of 
straws: four, five, six or seven, 
to give different widths to the 
plait, and are sewn up either 
by hand or with a sewing ma- 
chine. There are still plenty 
who plait straw in Artemark 
though few of Maja-Lena’s cal- 
ibre. From “Something of 
My Country,” by PRINCE WIL- 
LIAM of SWEDEN, translated 
by M. A. Michael. 
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EXPLANATION 


The president of the Wallager 
Falls bridge club enjoys show- 
ing off her young son’s store of 
scientific knowledge to her fel- 


low members. One day. she 
urged, “Go on and tel] them, 
Jerome, what it meange when 


steam comes out of the spout 
of the kettle.” “I means,” said 
Jerome, “that you are about to 
open one of Father's letters.” 


PASTA PUP — No vino for Jack, 
This cosmopolitan Neopolitan is 
said to drink coffee to wash 
down his favérite dish, spa- 
ghetti. He’s the mascot cf the 
welding shop ot NATO's south- 
ern European  headquerters, 
Naples, italy. 


ito 


the Whale, who swallowed Pinocchio and appears to be goout 
to do the same to George Sprunk. Monstro is one of doze-s of 
tloats being prepared for the big porade sponsored by a ‘ocal 
depaviment store. Sprunk is painting the inside of the «tcle's 


mouth, 


i 
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From the nuthber of hurtin 
permits issued each year by varie 
ous provincial 


6 * 


Farmers, apart from any hunt- 
ing for sport they may do, find 
and ammunition important 
tools for controlling pests 

and predators, writes K. N. Mor- 


e 
Burrowing animals like the 
eastern groundhog and the wes- 
tern gopher dig holes in which 
livestock can break their legs, 
must be kept in check. In remote 
farming areas, livestock must be 
protected against the depreda- 
tion of marauding foxes, coyotes, 
wolves and bears. 

e * + 
Mr. Morris says that the hunt- 
ing instinct is satisfied by thou- 
sands of Canadians remote from 
the supply of game by trap and 
skeet shooting or firing station- 
ary targets. One advantage of 
indoor target shooting clubs is 
that they can find safe and satis- 


has its rense bi a mid-town 
Montreal ding. Business and 
industry is g the re- 


recognizin 
creational benefits of shooting 
and one new. head office building 
in Toronto has been equipped 
with a basement rifle range for 
its employees. 


ALMOST DONE—Lost left on 
the tree is all that’s keeping 
Joseph Manning from complet- 
ing his fall chores. 


, Western Canadian farmers lust 
140,000,000 bushels of grain last 


year due to the heavy infestation: 


of weeds, H. W. Leggett of the 
Federal Dpartmnt of Agricul- 
ture, told delegates at the recent 
conference of the Canadian Agri- 
cultural Chemicals Association. 

Mr. Leggett who is superin- 
tendent of the government ex- 
perimental ‘station at Regina, 
said that of the 45,600,000 acres 
in the four western provinces 
planted in cereal crops, about 
12,000,000 were. sprayed with 
2, 4-D chemical weedkiller. This 
compares with 500,000 acres 
sprayed in 1947. 

“By breaking down a few prej- 
udices, we should be spraying 
30,000,000 acres of weed infested 
grain annually,” he said. 

i cf * 


H. F. Stairs of the New Bruns- 
wick Department of Agriculture, 
stated that at one time register~ 
ed seed growers in his province 
were non-existent because of 
the heavy /weed infestations. 
Since the advent of 2, 4-D New 
Brunswick has become one of 
the largest growers of registered 
seed on the continent. Chemical 
weed contro! has also resulted in 
the more economic production 
of potatoes in the Maritimes. 

ca * * 


The use of chemical weed- 
killers has ‘greatly simplified 
brush clearance on Hydro rights- 
of-way, J. W. Suggitt, supervis- 
ing chemist of the Hydro Elec- 
tric Power Commission of On- 
tario, told the convention dele- 
gates. Cutting brush by hand at 
one time cost about $70 an acre 
every three years. With chemi- 


JEWELRY ‘SUPERMARKET’ IS GEM OF AN IDEA —Eric Weinberg, 


land took a tip from the grocery chain super- markets and is 


his store into a self-service “market” 


erent jewelry item. 


travelling salesmen. 


Just as housewives do, 
around, make their selections and have their 
Clerks behind the walls keep the bins 
Large photo shows cust 


Kay Adkins having her purchases checked by Mrs. Weinberg. 
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cal brush control the cost has 
been reduced to $25 to $30 an 
acre. * * * 

As the result of experimental 
applications of insecticides, the 
hay yield of six test fields in 
Indiana has been increased from 
800 pounds to 2400 pounds (dry 
weight) per acre. 

The insecticides were applied 
by airplane during studies on 
the control of legume insects, 
particularly spittlebugs and clo- 


ver leaf weevil. 
& * 2 


The experiments were con- 
ducted by entomologists of Pur- 


due University who also were. 


successful in obtaining a 100 per 
cent kill of the European pine 
sawfly larvae on 200 acres of 
infested pine by aerial spraying. 


WE'RE GOING TO PUT 
THE SUN TO WORK 


eet neers ee tn 


A small puff of condensing 
steam began to come from a 
rubber tube at one end of a 
large plate of glass and black- 
ened metal. It was the Israeli 
solar r boiler, set up as part 
of an it in connection with 


‘the first world symposiuiu. on 
applied solar energy. 


“Hey!” someone shouted. “It’s 
working It won't pull a train, 
but it’s working” 

This spontaneous comment 
rom the onlooker just about 

ed-up the status of applied 
solar energy in general. In lim- 
ited practical applications and 
in a good many laboratory ex- 
periments, it is working. Any- 


_ thing like large-scale solar pow- 


i 
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er plants are still a long series 
of research projects away. But, 
to some extent, the sun is ready 
to be put to work today. 

That is why some 900 dele- 
gates came here from 36 coun- 
tries to talk over the possibil- 
ities of developing uses for this 
tremendous energy source, writes 
Robert L. Cowen from Phoenix, 
Arizona, to the Christian Science 
Monitor. 

All this past week, Old Sol has 
been getting more attention in 
the sun-drenched American 
Southwest than it has since the 
days of the Indian sun worship- 
pers. Sponsored by the Associa- 
tion for Applied Solar Energy, 
the Stanford Research Institute, 
and the University of Arizona, 
the conference split neatly into 
two sessions. Two days at the 
university of Tucson covered the 
basic natural science of solar 
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energy ‘and prepared the ground 
for the three-day symposium in 
Phoenix. 

Taken together, these sessions 
seemed to generate as much en- 
thusiasm per delegate as the lo- 
cal Chamber of Commerce pack- 
ed into the tourist literature it 
placed in meet piles at strategic 
junctions of the Goénfexence cor- 
ridors. 

With an acre of Arizona sun- 
shine able’ to pile up the energy 
equivalent of 185,000 gallons of 
oil in a year, the éxperts here 
have treated their present ac- 
complishments as only the first 
small practical steps in develop- 
ing a vefy large vision. 

As Dr. Farrington Daniels of 
the University of Wisconsin, one 
of the leading solar-energy sci- 
entists in the United States ex- 
plained it, this is a challenge to 
the intelligence of men to use the 
abundance that is in the sunlight 
around us. 

The supply of this sunshine is 
enough to meet many of the en- 
ergy needs of mankind for mil- 
lenniums to come, he said. But 
it will take a long, hard research 
effort to take practical advantage 


of any really large amount of it.’ 


This, then, is the experts’ es- 
timate of applied solar energy 
and its prospects as sketched by 
the five days of meetings—some 
limited applications immediately 
and a challenging promise for 
the future 

“There is no sudden era of 
solar prosperity just around the 
corner,” Dr. Daniels said, but 
added that he expects solar. en- 
ergy eventually to tate its place 
beside atomic energy as an im- 
portant suppleigentary addition 
te-ordinary forms of power 

‘Atomic energy will come in 
large, multi-million-dollar cen. 
tral power stations,” he explain- 
ed. By contrast, he said, “solar 
utilization will probably start 
with small units costing not mil- 
ions of dollars, but only thous. 
ands of dollars They wil! find 
their first practical uses in rural, 
nonindustrialized areas,” 

He added that “unlike atomic 
enefgy. solar energy has no 
¢ritical mass, no health hazards. 
and no waste products to dispose 
of. Anyone can go out in his 
yard and run a toy steam engine 
with free sunshine.” 

But, there is another difference 
between atomic power and solar 
power that weighs heavily 
against the large seale use of 
sunshine, as was pointed out by 
Sir Edward Bullard. director of 
Britain's National Physical La- 
boratory. 

Atomic, oil, gas or coal power 
can all be generated within the 
relatively small area of a power: 
plant furnace. Sun power. in 
large amounts “comes only in 


correspondingly large gteas Sir’ 


Edward calculated that a solar- 
power plant of 100.000 kilowatt 
capacity—enough ito power a 
large town—would need about a 
‘quare kilometer fabout two 
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fifths of a square mile) of ex- 
posed sunlight-catching surface. 

Equipment of any kind, includ- 
ing sOlar-energy collectors, 
“comes dear when bought by the 
square kilometer, he commented. 

This is the biggest disadvazi- 
tage of solar power on the large 
scale. The energy of sunlight is 
spread so thinly that, for the 
foreseeable future, it would be 
too expensive to collect it for 
power purposes. 

But, despite this fundamental 
drawback, there are some labor- 
atory experiments aimed at pow- 
er. These are the basis for the 
hope expressed here that some 
day the cost factor will . be 
licked and the sun harnessed 
directly for power. 

The Israeli water boiler is a 
case in point. 


It was developed by Israeli 
physicits manly to show that it 
is possible to reach boiling wa- 
ter temperatures with a flat- 
plate heat collector. Previously, 
only a focusing mirror or lens 
could bring water to a boil. 

The Israeli physicists found a 
way of improving the effective- 
ness of their heat collectors, 
which are made of metal pipes 
attached to a blackened metal 
plate and protected from the 
wind by a single or double layer 
of glass. - 

As a water heater, this is an 
effective device and, if mass 
produced, would probably not 
COstetgo much more than con- 
ventional weter-heating equip- 
ment, according to its designers. 
But, as a .generator of high- 
temperature steam for indus- 
trial power, the heater again 
suffers from the need for large 
collecting areas to gather useful 
amounts of power. In this di- 
rection, it is another research 
hope that is a long way from 
realization, 

But, close by the Israeli ex- 
hibit, there were other pieces 
of equipment that illustrated 
the more immediate prospects 
of using solar energy. 

A row of solar cookers gieam- 
ed brilliantly in the midmorn- 
ing sun. These were mainly 
parabolic mirrors of cheap con- 
struction and about two to three 
feet in diameter with a pot- 
holding stand at the focus 

An egg was boiling merrily 
in the model shown by Dr. Ad- 
nan Tarcici from Lebanon. It 
took just three minutes to start 
it boiling in the hot Arizona 
sun. This was much faster, Dr. 
Tarcici observed, than the . 20 
minutes a similar der ration 
had taken in the cooler climate 
of Central Park. New York 

But, like the smoothly work- 
ing Italian solar water pump or 
the model-house heating and 
cooling units in nearby exhibits, 
Dr. Tarcicis cooker,’ and others 
like it, will find their biggest 
usefulness in lands where the 
sun is hottest 

Sir Edward and other speak- 
ers ranked such use of sun 
power as of prime importance 


for the underdeveloped areas 
that generally lie in hot cli- 
mates. 

___ Solar stoves, for example, if 


reduced from the $10 to $45 
they now cost to under $5, could 
cut the fuel costs that drain 
heavily on the small mney in- 
comes of families in these arenas 
They could also eliminate the 
use of animal refuse as a sup- 
plemental home-cooking fuel 
and release it for the more valu- 
able use as fertilizer for the food 
crops. 

House cooling using solar 
power can also be a big help to 


these countries Sir Edward 
pointed out that’ working effi- 
ciency in hot areas goes up 


, when cooling is available, to say 
nothing of the advantage of re 
fgigeration for preserving food 
‘as more effective means for do- 


ing this with solar unite are 
worked out. 

Nt takes only the area of a 
roof to collect enouch solar 


power t¢ cool « house during 


oie ey 


a wholesale jeweler of Cleve- 
cashing in on it, 
with walls lined with small bins, each stocking a diff- 
his customers (retail jewelers) trundle carts 
their bills made up at a check-out counter. 
replenished and also fill orders from Weinberg’s 
ers making the rounds. 


He turned 


Inset shows Mrs. 


the hot daytime hours. and to 


collect enough energy for stor- 
age to operate the cocling sys- 
tem during the night, Sir Ed- 
ward observed. 

Solar pumps, which could re- 
place the man-plus-bullock ir- 
rigation systems in these parts 
of the world, have their at “ 
tions for underdeveloped areas, 
too. 


All of these functions and any 
others that could be performed 
by solar devices, can be served 
more effe .ively by gasoline- 
or Oil-powered motors. The ad- 
vantage of the solar units lies 
in the fact that they make no 
money drain on the country for 
their operation and can, in 
many cases, be built by native 
craftsmen. ; 


These ..2 the practical uses 
of applied solar energy that are 
already economical, or just one 
or two development stages from 
being so. Beyond them are the 
broad dreams of harnessing the 
sunlight for power. ' 

These dreams are based on 
such things as the Israeli water 
boiler or the experiments that 
have used sunlight to break wa- 
ter into hydrogen and oxygen 
gases, thus turning this common 
liquid into a high-grade fuel, 

The Association for Applied 
Solar Energy told the Phgenix 
symposium that, with the ro- 
operation of the Stanford Re- 
search © Institute, it plans to 
establish an international “lab- 
oratory of the sun” somewhere 
in A¥izona for a co-ordinated 
research attack on applving the 
sun’s nergy. 

This will be a place where 
such dreams can be followed, 
along with the more immedi- 
ately practical solar work. 

The important thing about the 
present stage of solar energy, 
commented Dr. Daniels, is that 
we have reached the point 
where it is working. Now it is 
time to “do something” sub- 
stantial about it. 


MERRY MENAGERIE 


“Gimme a banana and TU go 
away!" 


R. Barclay Warren, 6.A.. B®. 


Spreading the Good News 
Luke 8:1, 4-8; 9:1-6 


Memory Selection: The har- 
vest truly is great, but the In- 
bourers are few: pray ye there- 
fore the Lord of the harvest, 
that he would send forth labour- 
ers into his harvest. Luke 162. 


ceesenttecnamemarnsey 


Jesus Christ did not wait for 
the people to come to him. He 
went to the people’ throughout 
their towns and villages. Once 
he was teaching by the seashore. 
The throng so pressed forward 
to hear him that he entered a 
boat and taught the people. The 
lesson he taught on that ocoa- 
sion concerned the four types of 
soil; the hard, the shallow, the 
thorny and the good. This was 
the first parable he used. Ar 
nold’s Commentary defines a 
parable as a short invented 
story which is true to life, from 
which a spiritual lesson i 
drawn. Jesus explained — this 
~first parable setting a patterm 
for their understanding. The 
hard soil of the wayside is(rep- 
resentative of the people whe 
hear but do not heed. It is @ 
warning against being indiffer- 
ent to God's word. 


In Palestine the rock is oftea | 


near the service. The thin layer 
of soil represents people who om 
the impulse of emotion decide 
to follow Christ. Especially are 
they likely-to make such a de- 
cision if others are doing it, But 
later when someone sneers at 
them they turn aside. 

The soil where the thorns 
choked the seed represents the 
people who are burdened with 
the cares of this life or snared 
with its pleasures or deceived 
by riches. The word is choked. 

It is encouraging that there 
is always some good soil. Some 
will follow Jesus all the way, 
though they may vary in their 
fruitfulness. 


the close relation of a 

mind and a healthy body. 
would not detract from 
miraculous power of 
exercised by Jesus 
apostles. But we do 
that the person 
worry but prays with thankfal- 
ness and has God's peace has a 
special protection of heart end 
mind through Christ Jesus, (See 
Philipbiang’ 4:6,7). This is com- 
ducive to good health. 

The Bible has the answers. 


TRUE BREVITY 


The housekeeper of a 
old bachelor was given to 
ing voluminous reports 
her employer was away. 
left for a, vacation he told 
“I want all the news, but 
the love of heaven, be 


rid 


ak 


Four days later he received this 
note from her: “There has beem 
a flood. Where your house wen, 
the river is. L 
Bridget Schinasi.” 

SSR ence er 


Upsidedown to Prevem Peeking 
SINS NLIN | TO MEN aim 


MOSMES|3i>1 Vj L233) 


AND AWAY IT GOES — Looks like this man has cought himself 
a flying horse, but he hasn't. The horse, a trained perf 


being put through @ galloping act. Note the fancily carved 
columned arena in which the horse is performing. The schoel, 


ore 
with the Spanish Riding School in Vienna, Austria, is ond 
for 


which was founded by Hapsburg rulers, used the orena for tts 
reopening after 10 years of exile in Western Vienne. 
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sixTH ANNIVERSARY 


On Friday night, November_11, 
Star of the East, L.O.B.A. 1193, cel- 
ebrated their sixth Anniversary, in 
the Orange Hall, Madoc. A number 
of visiting Sisters were present from, 
Marmora, Ekiorado and Millbridge 
LAB.A. Lodges. The evening was 
dpent in playing cards, Chinese 
checkers and crokinole. 

tater in the evening the W.M., 
Lay Phillips, called the gathering 
to order and called upon W.M. Mrs. 
Sandford, of Eldorado, P.M. Mrs. 
Post, of Marmora, and Mrs. David- 

son, of Millbridge Lodge, who each 
in ie lit the candles on the lovely 
virthday cake, donated by the W.M., 
Lacy ‘Phillips. P.M. Annie Shaw, of 
Marmora Lodge, who was also 
present when L.O.BA. was first 
started, was then asked to blow out 
the candles, after which P.M. Annie 
Holland cut the cake. Sister Holland 
was the first W.M. of the Star of 
the East Lodge. 

The W.M. of the different Lodges 
were then called upon for a few 
words, each one wishing L.O.B.A. 
1193 the very best in the coming 


A dainty lunch was then served 
by the Madoc members and a very | 
pleasant evening brought to/a close. 

Madoc Lodge has grown consider- | 
ably in the past six years and records 
a splendid attendance at all their 
meetings. 
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ST. JOHN’S ANGLICAN 

CHURCH, MADOC 


SUNDAY, NOVEMBER 27, 1955 

9.45 a.m. — Sunday School 

7 p.m. — Evening Prayer 
BANNOCKBURN 

10 a.m, — Sunday School 


11.15 a.m. — Holy Communion 
Rev. W. Giovett! 


itinsniaiiaauniiaiaiicibieiote 
PENTECOSTAL SERVICES 
AT THE 


ORANGE HALL, MADOO 


BUNDAY, NOVEMBER 27, 1955 
20 a.m.—Sunday School 

11 a.m.—Morning Worship. 

7.30 p.m.—Evangelistic Service 


Biverybody Welcome 
Rev. R. H. Johnson 


| HOLINESS MOVEMENT, 
a MADOC. 


4 BUNDAY, NOVEMBER 27, 19959. lw. M.S, was held at the home of Mrs, ‘in the water. 


* 40.15 a.m. Sunday School 
, 11.00 a.m. Holiness Meeting 
‘ 3.00 p.m. Wednesday, Prayer Meet- 


ing 


was Rev. P. C. Pastor. 


Bennett, 


JACK MONTAGUE 
Phone Hastings 71-W"S Collect 


.- 


Nov. 17-19 —Royal Winter Fair 

Mon. Nov. 21 — Hastings County 
Junior Farmer and 4-H Club Present- 
ation Night, Stirling Theatre and 
Community Hall 8.15 p.m. 

Tues. Nov. 22 — Hastings County 


Council Agricultural Meeting —-Shire 
Hall, 1.30 p.m. 
Wed. Nov. 23 — Centra] Ontario 


Spring Show Annual Meeting, Ont- 


ario Department of Agriculture 
Board Room, 164 Hunter St., Peter- 
boro. 


Wed. Noy. 23 — Hastings Junior 
Farmer Public Speaking and Musical 
Numbers ‘Competition and Hastings 
and Prince Edward Inter-County De- 

bate—Quinte Secondary School, Col- 
“ege St. W., Belleville, = 8.15 p.m. 

Thurs. Nov. 24 se EN County 
Holstein Club Annual Banquet,— 
Tickets $1.25 must be secured by) 
November 18th, from Directors. | 
Major Burchett, Guest Speaker. 

Mon. Nov. 28— Belleville Kiwanis 
Agricultural Committee — Home of 
Mr. Ken Burkitt, Chairman, 7.30 p.m. 

Wed. Nov. 30 — Hastings County 
Crop Improvement Annual Meeting | 
— Tentative Date —Guest Speaker, 
,Mr George McLaughlin, Elmcroft 
' Farm, Oshawa. . 

Thurs., Dec. 1 — 
'Farmers Meeting, 8.15 
Hall, Madoc. 

Fri. Dec. 2 — Tentative Date — 
'Moira Watershed Authority Meeting. , 
Tues. Dec. 6 to Wed. Dec. 7- | 
| British Empire Cheese Show, Belle-| 
| ville. 

Tues. Dec. 6 to Fri. Dec. 9—Hast- 
jings County Council Session. 

Tues. Dec. 6 to Thurs. Dec. &— 
| peviauiburel 
Conference, Ottawa. 

Fri. Dec. —Tentative Date— 
ings County Holstein Club Annual] 
| Meeting. 

Sun. Dec. 18—-Madoc. Junior Far- 
mer Annual Church Service and 
Candlelight Service, Hazzard’s United 
Church, 8 p.m. 

Wed. Dec. 28—Madoc -Junior Far- 
mer Party. Place and time to be an- 
nounced. A special invitation is ex- 
tended to new members. 

Fri, Dec. 30 — Hastings County 
Junior Farmer New Year's Dance— 
Frankford Community Hall. , 


fe 


Madoc Junior | 
p.m., sacs 
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IVANHOE W.M:S. ELECTS 
OFFICERS FOR 1956 


The November meeting of Ivanhoe 


Keith Bray. 

The meeting opened with quiet 
music. Mrs, Bray gave a reading on 
the keyword, “Help”. Scripture Read- 
ing was given by Mrs. Earl Mc- 
Master. 

Mrs. Tweedy took charge of the 
meeting. Using the program in the 
Missionary Monthly, Scripture Read- 
ings were given by Mrs. Don Reid 
and Mrs. Earl Benson. 

Refreshments were served by the 
hostess and a social half hour spent. 

Following is the slate of officers 
for 1956: president, Mrs. Keith Bray; 
vice-president, Mrs. Sam Tweedy; 
secretary, Mrs. George Wood; treas- 


McMaster, Mrs. Earl 


ardship secretary, Mrs. 
citizenship secretary, Mrs. 


Stan Prest; 


ly" secretary, Mrs. Don Reid; 
ature secretary, 
Community friendship, Mrs. 
‘Millan; assistant, Mrs. 

| supply secretary, 
lins; Baby Band, Mrs. Stanley Prest; 
; pianist, Mrs. George Wood 
assistant, Mrs. Stanley Prest. 


BIG 


Christmas Sale | 


Reduced Prices urtil 


Decdmber 25 on all Small 


‘Electrical Appliances 
Irons, Toasters, Mixmasters, Electric Razors, Ladies’ 
Razors, Kettles, Percolatcts, Radios, Record Players, 
Clocks, Vacuum Cleaners 


Make This a TELEVISION Christmas 


ORDER NOW 
R.C.A. Victor, Crosley, 


FREE DEMONSTRATION 
Spartan, Philips, Fairbanks, 


Morse (Admiral), Rogers Majestic 
5% off all Traffic Appliances 
Join Our Christmas Club — Use Our Lay Away Plan 
Save Money an Your Presents This Year 


Jack’ $ po 


‘a  * SEE — gg JACK 


Shop || 


PHONE 437 


| Toronto, 


jraham, . 
'atorney for Hastings County. Siiaie ilps Neck aang Ne 


Representative’s Zone | 


Hast-| on Wednesday. At Weslemekoon they 


urer, Mrs. Arthur Wood; group lead-/| possible. The operations were al 
ers, Mrs. Hugh MsMillan, Mrs. Earl | ued on Friday by a larger 
Benson, and) 
Mrs. Percy Cooney; press secretary, 
Mrs. Earl Benson; Associate Helper's 
secretary, Mrs. Jack Wickens; stew- j@ farm on the 5th concession of Sid- 
S. Tweedy; ney Township, about a mile and one 
Clarence 
Reid; corresponding secretary, Mrs. 
flower secretary, Mrs. 
Don McFadden; “Missionary Month- 
liter- 
‘Mrs. A. Cooney; 
H. Me- 
H. Reid; 
Mrs. Eylimer Rol- 


and 
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BOWLING NEWS 


ST. PETER’S W.MS. 


MEN'S LEAGUE ! The November meeting of the St. 
2 Peter's Women's Missionary Society 
TEAM STANDING was held at the home of Mrs. Don- 


Country Boys, 42 points; Admirals, @hue. 
37.points; Chumps, 29 points; Insur- | The meeting was opened with 
ance Kings, 28 points; Meteors, 27 , Hymn 653. The roll call and the min- 
points;,Jets, 26 points; Terrazzo Kids, ‘utes of the last me@ting were read 
23 ~=points; Stellites, 21 . points; . by Mrs. Blakely. The treasurer, Mrs: 
Derry’s Pontiacs, 19 points; Pellets, Curry, gave her report. A nominating 
17 points; Pilots, 13 points; Cres- committee was appointed to -plan the 


cents, 11 points. work for 1956. The Society then 
November 21 — Gord Pigden — Spent 4 short time discussing the 
Triple, 760; Single, 351. | work of the Presbyterian Church 


_W.MLS.,. which is nearing its seven- 
tieth birthday. 

The speaker for the day was Mrs, 
Ida Johnston. Her theme was the 


Ray Parks — Triple, 747, Single, 
297. 

November 22-—- Jack Hatch. —/' 
Triple, 892; Single, 347. 


1 Wartman—Triple 706, Single, responsibility of parents to give 
282. si 
PEE ERE OUTSTANDING 
O FRANKFORD MEN - OPPORTUNITY 


FOR YOUNG MEN 


FEATURING GOOD PAY, fine 
working conditions, security and an 
excellent pension plan combined 
with an resting outdoor life, 
here is an tstanding opportunity 
for a young man. 

If you are a physically fit, forward- 


DROWN AT 
WESLEMEKOON LAKE 


A deer hunting trip to Wesleme- 
koon Lake ended in tragedy on 
last Wednesday night, when Clayton 
Appleby, 59, and his son, Gerald, 35, 
both of Frankford, were drowned 
when their boat was swamped in| 
rough water. 

A companion, Jack Nicol, 40, of | 
saved himself by. hanging 
He hung on 


it to. yourself to find out about, 
career opportunities in Canada’s 
Regular Army. . For full informa- 


to the overturned boat. tion see the 


for two hours until he drifted ashore | ARMY 

| to an island where he sought shelter INFORMATION 

‘in a summer cottage. Here he started i TEAM : 
be - 


a fire to dry himself and fell asleep. 
He awoke to find the cottage ablaze 
| and barely managed to escape from 
it. The cottage was owned by Ralph 
of Belleville, acting crown 


WATCH LOCAL 


a 


CLIP 


The three men started out with 


Kingston Army Information Centre, 
three other men for the hunting trip 


164 Wellington St., Dept. B., 
Kingston, Ontario. 
Please let me have full information 


divided into two parties, taking sep- 


arate boats to their camp up the; 4. oy Army Career. 
jake. : Name SS EASES NY 
In second boat were: Lee Smith, SEN eae Cease 
35, of Frankford, and Roy Beith, of) city RCE aly 
Toronto, both sons-in-law of Mr. Iam . Years Old. 


Appleby, and Percy McRae, of Wes- 
lemekoon, a brother of Mrs. Clayton 
Appleby. The boats were owned by 
Mr. McRae. 

When the party arrived at the 
Lake, they had trouble with an out- 
board motor. After. fixing it they de- 
cided it was. too rough to start so 
waited until 8 p.m. The two boats set 
out about twenty minutes apart. 

The first boat in which the two 
Appleby'’s and Mr. Mieol were riding 
became swamped in rough Water and 
overturned throwing the three m 
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eager beaver says: 
Even for an occasional 
woodcutting job you. 
can now afford a new 


STRUNK 


~ CHAIN SAW 


did not realize that anything was 
amiss until they reached the camp. 
They returned in search of the trio 
and seeing the fire on shore, thought 
the others were safe and tried to re- 
turn to camp. The lake was too rough 
| ans they put into shore, and were 
| strasidied there till Thursday noon 

The hunters did not learn of the 
tragedy until they started a search 
on Thursday afternoon. Members of 
the Appleby family were notified of 
the accident mid-afternoon Thursday. 

A search for the two bodies was 
started on Thursday, but heavy 
winds made dragging operations im- 


| 
{ 
I 
| 


en 
EAGER BEAVER 2%HP, 28 LBS. 
ideo! for off occasions! woodcutting jobs — 
firewood, small logs, posts, rots, timber, 
etc. Easy to handle ond operate. 


‘he occupants of the second 3 
prong, 

: Ground level 
| 


Fostest cutting two-position saw oveailoble 
for occasional cutting of trees and dozens 
of other jobs. Combines pressurized ple 
pump oiling with longest-losting artes, 
drive bar todey! 


STRUNK CHAIN SAWS, INC. | 
COATESVILLE, PA. 

Stronk hos the right chai sew for every wee 

amd wear! 7 new models! The mast complete 


line amd the brwest prices! 
bee The Amesing Mew Strenkh Chom Sows As 


party headed by OPP Constable sone 
J. Fitzsimmons, of Cloyne 
Mr. Appleby and his son lived on 


half from Frankford. They owned the 
farm jointly. 

Running into debt isn’t nearly as 
bad as running into the people you! 
‘lowe the debt to. 


PIGDEN’S MOTOR SALES 
Madoc Phone 330 


: Gift Suggestions 


; MOTHER SISTER SWEETHEART 
. a ‘ 

4 Orlon and Wool . & Quilted House Coats 

% Cardigans, Pullovers, _* . Dusters 

Sets if Desired : % $3.98 $18.98 

ry $3.98 $7.98 * ik ak PA Gi hh Ie 

|, Xacmnmmmmmenns # ; a ws 

. Gowns, Pyjamas ¢ ra Coe, FARES 

* NE aha hy ay t : Bed Jackets 

‘ Snuggledowns ¢ ; 5G $7.92 

ov se 

R $2.98 $7.89 § § : 

- Cb CAAA AMAA A hh, 4 x fe ad Seb Ck Ok Sek Sek ek eh Bh BS ES 

2 — Blouses, Skirts, % | Slacks, Strides, 

; All Prices and Sizes a is Tartan and Plain 


OPEN A CHARGE ACCOUNT 


Jonathan Logan Dresses 


We Gift Wrap in Gift Boxes 
Margaret M. Grant 


MADOC LADIES’ WEAR PHONE 24 


= 


nt 


looking young Canadian you ‘owe | 


ADVERTISING | 
FOR TIME AND LOCATION OR | 
THIS COUPON AND MAIL | 


‘GE eee 
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Christian training to children in the; Mrs. ©. Wood read Psalm 73, * 


home; the parents should teach the|Grestly Blessed Thy People Are”. 


Bible. Its’ faith, its’ courage, its’! The meeting was closed by iat: 

high ideals should be part of every | the Lord’s Prayer. 

day home living. To every child a A social hour followed with aa en« 

Christian faith. joyable lunch provided by Mrs, 
A short talk on India followed. The Adlen, Mrs. Kilpatrick and Mrs. Kern« 


ohan. 
Speaker emphasized her politics, her 
culture and her language, and her 
great need of the gospel, and the 
wonderful benefits it brings to every 
land it reaches. 


There is no greater satisfaction in. 


CLEAN SWEEP 
SALE 


As our lease has expired, we must vacate our 


prem and Everything must be Sold Regardless of 


This is Your Oppertunity to buy 
at Real Savings. “6 y uy our Begular _ 


Do Your Christmas Shopping at This Clearance Salle. 
Entire Wallpaper Stock 

| 30% Off 

! Spread Satin , 


: REG. $2.30 qt,” $1.95 WHILE IT LASTS 


2 Piece Airfoam 
CHESTERFIELD SUITE 
Nylon Frieze 
REG. $195.00 SALE $165.00 


| Some of Our Savings 


6 Piece 


DINETTE SUITE 


Drop Leaf Duncan Phyfe Extension Table, 
peitaesg Du Lac Finish garcey 


REG, 189.50 SALE $151.60 
5 Piece Chrome ‘ 
BREAKFAST SET 
REG. '$110.00 SALE $89.00 
Bedroom Suites, Occasional Chairs, Cedar Chests, 
Lamps, Electrical Appliances, etc. Priced accordingly. 
The articles offered at This Sale are our Regular | 


Stock. No article has been purchased especially for 
this Sale. 


Tufts & Kelly 


PHONE 48 = rin Ae 


Insurance Agency 


General Insurance 

Dominion Bank Bldg 
Madoc, Ont. | 

=. 7, NAYLER 


cer GENERAL INSURANCE 
Dominion Bank Bldg., Madoc, Ont. 


Attention, Farmers 
Dead Stock Removed 


Highest Prices Paid for Dead, Old and Crippled F 
Stock. 


24 HOUR SERVICE 
Phone collect Madoc 271 or Peterboro 22080 
NICK PECONI, PETERBORO 


Expert 


Watch Repairing 


All Work Guaranteed 
Free Estimates 


 Nickle’s 
| Jewellery & Gifts , 


|! PHONE 133 BOX 124, 


—E a ennnneenensmmentnamediiel 


life than parking on what's left of . E 
the other fellow’s nickel. : ae 
i ae 


MADOC AND DISTRICT OBITUARY 
MRS. JAMES COONEY 


3 Citizens of Vi sueos? Mrs. Victoria Elizabeth Cooney, 


\_pwidow of James Cooney, Frankford, 
PHOTOS BY CARSON’S MOBILE STUDIO, Port Hope ;, Monn ee 


died Thursday, November 17th, at 
the home of her daughter, Mrs. Aus- 
tin Watson, Frankford, after having 
been ill for five days. She was in her 
78th year. 

The deceased was born in Madoc, 
the daughter of the late Mr. and Mrs. 
Christmas Plane, and lived her life in 
the district. She was predeceased by 
her husband, James Cooney, 28 years 
ago. 

She was a member of Frankford 
Full Gospel Tabernacle and Woman's 
Missionary Council. 

She is survived by four sons: Ralph 
of Brighton; Elmer, of Toronto; 
Orval, of Trenton; and Garfield, of 
Thurlow Township, and two daugh- 
ters, Mrs. Gerald (Marjorie) Curry | 
and Mrs. Austin (Eleanor) Watson, | 
both of Frankford. 

Also surviving her 
|Mrs. rFed Scrimshaw, 
| 24 grandchildren. 
| The funeral was held on Saturday, | 
;November 19, from her late resid- 
ence to the Full Gospel Tabernacle 
where the funeral service was con- 
iducted by the Rev. G. F. Pierce, 
lassisted by Rev. McElhoes, of Owen 
Sound. During the service, Mr. and 
Mrs. Carl Andrews sang a duet. 

Interment took place in Stockdale 


a 


are a sister, 
Napanee, and 


MERRICK, 8 years; MARGARET, 7 years; BARBARA, 8 years; 
ANNE, 5 years; BRENT, 3 years; SUSAN, 2 years; ROBERT, 10 


months; children of Mr. and Mrs. Glen Boyle, of Eldorado. — 


,| Pall bearers were: Messrs Bill 
Arnott, Wilbert Reid, Fred Miller, 
|Len Reilly, Fred Wood, Harry Orr. 


_MISS LETHA MAUDE FINLAYSON 


| Miss Letha Maude Finlayson, of 
Bannockburn, died at her home, on 
| Friday, November 18, after having 
been in ill health for 
| She was in*her 65th year. 

The deceased was born at Glan- 
nfire, the daughter of the late Mr. 
‘and Mrs. Alexander Finlayson, and 
| lived at Glanmire prior to moving to 
Bannockburn, 42 years ago. | 
| She was an adherent of the Pen- 
tecostal Church. 

She is survived by two sisters, 
Mrs. Fred (Rita) Carter, of Picton; 
Mrs. Fred.(May) Osborne, of Ban- 
nockburn, and one brother, Walter, 
(of Bannockburn. 
| The funeral was held on Sunday, 
‘afternoon, November 20, from the 
residence of her brother, Mr. Walter 
| Finlayson, to the Bannockburn Pen- 
| tecostal Church, where service was 
!eonducted by the Rey, J. McEwen. 
Interment took place in the family 
| plot, Eldorado Cemetery. 


iia jeaieiener ‘onllyepompltsay n8 give sie lie aati The bearers were Burton Sandford, 
‘ f j | Thomas Sandford, Ed. Blakely, Frank 
|Chambers, Gilbert Solmes, Walter 

Norman, 


HENRY E. SHAW 


Henry E. Shaw, a lifelong resident 
of Eldorado, died at Bannockburn on 
Sunday, November 20, after having 
been in poor health for one year. He 
was in his 93rd year. 

The deceased was born in. Eldor- 
| ado, the son of the late Mr. and Mrs. 
'Louis Shaw, and spent his whole life 
in the Eldorado district. He was a 
|member of Eldorado United Church, 
L.O.L. No. 517, Eldorado and Ban- 
nockburn Lodge, No. 125, LO”O.F., 
before it was disbanded. 

He was a farmer before his retire- 
ment. 

He is survived by a daughter, Mrs. 
'c. (Jennie) Hanna, of Camden East; 
four sons, Arthur, of Tisdale, Sask.; 
|Maniey, of Paradise Valley, Alta; 
| James, of Madoc, and Albert, of 
| Brantford; 17 grandchildren and 15 
pow grandchildren. 

The funeral was held on Tuesday, 
| Novernber 22nd, from the MacKenzie 
Funeral Home, Madoc, to Eldorado 
United Church, where service was 
conducted by Rev. J. F. Lane, of 


OAROLE, ® years; ROBERT, 7 years; LYNNE, 6 years; cxitdren 


of Mr. and Mrs. William Armstrong, of Madoc. 


*, 


bes Bannockburn. There were many 
|beautiful floral -tributes and the 
| church was filled to overflowing by 
| many friends in attendance. 


(517. of which the deceased had been | 
\a megmiber for more than 60 years 

Interment took place in the family , 
| plot, Eldorado Cemetery 


| Bearers were Charies Pigden, 
| Alex. Gordon, Albert Empey, Will 
| Chambers, Bert McCoy and George 
| Palmer. 


MRS. ETHEL SOMERVILLE 


Ethel M 
paased 


73rd year, 
Lang, Sask., 


Nearing her 
Somerville, of 


'burn Hospital, November 10, 1955 
| 

j fate John and Ella Hayton, of Haz- 
|gard’s Corners, Madoc. 
(married Albert J 
moved west to settle down in Lang, 
/Sask. Her husband predeceased her 
in 1939. She was a member of the 
was a very; 


United Church and 


active worker in all church and com- 


taled sniticcme.% 


STEPHEN, § deuatins son of Mr. and Mrs. Ray Smith, of Madoc. 


munity affairs 


8 > 


, the register, 


| sister of the 


three years. . 


| Madoc, assisted by Rev. J. McEwen, | 


away after a short illness in Wey 
[ \She was the oldest daughter of the) 


In 1909, she) 
fomerville and) 


She leaves to mourn her loss five: 


THE NORTH HASTINGS REVIEW, MADOC, ONTARIO. 


WEDDING 
HEALEY — McAVOY 


St. James’ the Minor Roman Cath- 
olic Church, Stirling, was the setting 
for a lovely autumn wedding on Sat- 
urday, November 5, at 10 a.m., when 
the Rev. W. P. Healey, uncle of the 
bridegroom, united in marriage, Deen 
Frances McAvoy, of Ivanhoe, daugh- 
tér of Mr. and Mrs. Philip McAvoy, 
to Patrick Gene Healey, of Stoco, son 
of Mr. and Mrs. Vincent Healey. The 
acolytes were Michael and John 
Long. Yellow and bronze ‘mums ad- 
orned the chancel rail and white satin 
bows, the guest pews. 

Miss Elizabeth McGhee, of Stirling, 
organist, furnished wedding music 
and accompanied the soloist, Mrs. 

Fergus Cassidy, who sang, “Mother 
at Your Feet is Kneeling’, following 
the ceremony at the offertory, “O 
Sacred Heart,” during communion, 
“All My Love” and at the signing of 
“Ave Maria’. 

Given in marriage by her father, 
Mr. Philip McAvoy, the bride was 
charming in a floor | th gown of 
Swiss embroidered over satin, 
featuring a molded bodice buttoned 
to the neckline, and having a Queen 
Anne collar and sheath-like sleeves 


ending in lily-points over the wrists. | 


The full net skirt of satin fell in 
graceful folds. Her fingertip veil of 
tulle illusion was held by’ a satin- 
bound headdress in Dutch cap style 
and she carried a semi-cascade bou- 
quet of red Sweetheart roses. 

Miss Rita McAvoy, of Kingston, 
bride, as maid of honor, 
was gowned in shrimp colored cry- | 
stalette having a shirred bodice and | 
full skirt. She wore matching mitts, 
shoes. and hat and carried a nosegay 
of Briarcliffe roses and avhite ’mums 

Misses Agnes and Stella McAvoy, 
sisters of the bride, were attired in 
forest green crystalette with match- 
ing hats, mitts and shoes and carried 
nosegays similar to that of the maid 
of honor, 

Little Lana La Chapelle, niece of 
, the bride, as flower girl, was sweet 
in a forest green crystalette floor- 
length frock with matching acces- 
sories and carrying a nosegay of pink 
Sweetheart roses and white ‘mums. 

Mr. Walter Healey, brother of the 
bridegroom, Kingston, was grooms- 
man, while Messrs. Daniel McAvoy, 
of Ivanhoe, brother of the bride, and 
Joseph Healey, of Belleville, brother 
of the bridegroom, acted as ushers. 

Following the ceremony, 4 wedding | 


dinner was served in Stirling Com- | 


munity Hall, where bride's mother | 
wealitcharcoal © grey with coral 
accessories wma corsage of pale 
pink carnations, assisted 
bridegroom's mother, attired in 
medium blue with blue and grey ac- 


For the wedding trip around Lake 
Ontario, the bride chose a mint green 
ensemble with gold hat and gloves, 
copper-tan bag and shoes and three- 
quarter muskrat topcoat. Mr. and 
Mrs. Healey will reside at 101 Sim- 
coe Street, Oshawa. 

Previous to her marriage, the bride | 

was entertained at a linen and towel | 


' shower held at the home of Mrs. John 


Kirby, of Ivanhoe; a shower given by | 
the Bell Telephone girls’ staff at the | 


, home of Mrs. Vincent Jackson, when | 


she was the recipient of @ mirror; 
also at a banquet at Maple Inn, at 
Bloomfield, sponsored by the district | 


| 


by the | 


cessories and a corsage of white 
‘feathered carnations, received the | 
guests. 


chief operators, when she received a | 


steak knife set. 


TO CELEBRATE ANNIVERSARY 


Mr. and Mrs. R. W. Emerson (nee 
Margaret Rimington), of Belleville, | 
will celebrate their 54th Wedding | 
Anniversary this Sunday. 


Their daughter is Mrs. W. B. 
Sheffield, of Madoc 
Our best wishes are extended to | 


this couple on this happy anniversary 


'and we wish them many more 
traveside L.O.L. service was under | 


| the direction of Eldorado L.O.L., No. | 


_grrrvrrereryseithi BSE mre meres EI 


There are two days about which no 
one should ever worry: yesterday and 


~ tomorrow, 


Con coronene yam 


daughters and one son: Mrs. J, (Dor- 
| othy) Bradiey and Mrs, 

| (Florence) Cook, Saskatoon; 
| Lang: Mra. D. (Margaret) 
of New Zealand; Mrs, G. 


| Goin, Mrs. G. (Eleanor) Gutheil; of 


Howard 


|Lang, twelve grandchildren; also | 
three brothers and three sisters; 
Winfred and Joseph, Madoc; Stan- 


| ley, of Foxboro: Mra. 8. (Victoria) 
Graham, Mrs. G 
Mrs. FE. (Laura) Fowler, all of Peter- 
boro. One sister and one brother pre- 
deceased her some years ago 

The funeral was held on Sunday, 
November 13, at the Lang United 
| Church Burial took place 
family plot in Lang Cemetery 
Pall bearers were: 
Howlett, HH. Batty, B..«Middleton, C 


Dreger and D. Greer, of Milestone, 


| 
} 
j 
| 
i 
| 
| 


John of | 
Rapson, 
(Laura) | 


(Nellie) Degen and | 


in the | 


N. Couves, B. | 


sentencing TA EO ELLIE CO 


es 


‘Tuberculosis separates this mother from her-baby. Yet TB can be 
prevented, For funds to support year-round program of TB prev ention 
and control, the tuberculosis associations are now ead their annual 


Christmas Seal Sale. 
SPONSORED BB THE KIWANIS CLUB OF MADOC 


“ALL-HITE” 
STEEL 
IRONING TABLE 


It is adjustable to all 
heights. Seamless chro- 
mium-finish legs. Tip- 
proof, tilt- sinot, Far 
stronger than others. 


— leg room. a it 

stand itting, 

sither "ade. "Ventilated RE 95 | "Heat 

top. Self-locking. i Rage steam for heavy fab- 
less for light). 


Total Extra a 45 win tas 
Value - a7 


FOR JUST $1.98 


Drys clothes softer, fluffier than the sun. Saves 
lifting, lugging and exposure to the weather. 
Makes every day a good drying day for you. 


See the New | JUST TURN THE KNOB TO 
—— THE DRYNESS YOU WANT 


Stops automatically. Only 
one control knob. Just set it 
and forget it. 


COME IN AND SEE IT 


a 


AUTOMATIC 
ELECTRIC 
DRYER 


ELECTRIC DRYER 


ity 


LONG TERMS 


TROTTER HARDWARE 
Madoc, Ontario Phone 91 


7 i woer ae seme SS ae ~ 


FREE CHECK 
of OIL FILTER 


THIS 
MONTH'S 
SPECIAL 


PROTECT 
your engme 


Yq WHA 


CHRYCO 


MICRONIC OIL FILTER 
= 


Chryco micronic oil filters... 


¥ Filter ovt 4% more dirt! 
¥ Provide up to 950 sq. ins, 


¢ Welle aoeues tae wast 
of filtering area (conven- ¥ Keep your car and truck engines 
tional types hove only 69)! running longer and better ! 


Get your FREE Oil Filter check-up NOW! 


CHRYCO Is @ trodemork of the Chrysler Corporation 
CHRYCO PARTS AND ACCESSORIES ARE. SOLD BY, 53 


| 

_ Pigden Motor Sales 
| PHONE 330 — 331, MADOC 

NIGHT PHONES 

Harold Pigden — 426 
Doug Pigden — 158 a 


Chas. A. Pigden — 143 


THURSDAY, NOVEMBER 24, 1955 
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me it was all right be- 
e were planning to get 
)... When he got home 
I didn’t love him any 
e, and we broke off. 


Ea 


AEE 
Zw 


but now every time! he 
of it he gets mad and 


ree 


me 
sorry 
it breaks my heart. He 
of divorce in 


- then tells 


t. 
sure he loves me; in 
other ind he treats me 
wonderfully. s me off 
like he was proud of me. Also, I 
with his people. 
would trust. me 
done everything 
et gas wife is expected to, but 

he can’t seem to forget what 
happened. What can I do? I be- 


si} T 
re 


é 


Weve my happiness depends on 
your answer. 

MISERABLE” 
* 


Your husband is a poor 
* sport. You did not have to 


A “must” in every wardrobe 
-—the jumper to wear with its 
@ompanion blouse — with all 
your sweaters and blouses! A 


sew-easy step-in style — no 

“overhead” “muss or fuss. Sim- 
graceful lines — so flatter. 
to your figure! 

Pattern 4780: Misses’ Sizes 12, 
14, 16, 18, 20; 30, 32, 36, 38, 40, 
42. Size 16 jumper 4% yards 39- 
inch fabric; blouse 1% yards. 

This pattern easy to use sim- 


ple to sew, is tested for fit. Has 


eomplete illustrated instructions. 
Send . THIRTY-FIVE CENTS 
(35¢) in coins (stamps ante be 
accepted) for this pattern. Print 
re iow NAME, ADDRESS, 
NUMBER. 
Send order to Box 1, 
18th St. New Toronto, Ont. 


123 


WHALE OF A PICTURE — Show 
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* he knew you, but you were 
* too honest to withhold it, Yet 
* new, after you trusted him 
* with your secret, he flings it 
* in your face as though you 
* were still a guilty woman. 
* This is hard to take, 

* The next time he loses self- 


* control, tell him you refuse to. 


* listen and if he persists in it, 
* you will have to leave him. 
* Then put on your things and 
walk éut. By the time you 
come back he will be over the 
worst of his tantrum and, I 
expect, ashamed. 

You don’t want a divorce, 
of course; your husband loves" 
you and you love him. I do 
‘not think’ you will ever/have 
to make your threat good. | 

On his part, try to realize 
that having known your love, 
he regards as an insult to his 
ego, the fact that another man 
once possessed you. He can- 
not control his fury, and pun- 
ishing you is his only relief. 
It is unfair and cowardly, but 
his marriage is still new and 
he cannot help himself. 

As time passes he will over- 


lieve that, and relax. But 
meanwhile don’t submit to his 
outbursts. 


LIFE AT THIRTEEN 

“Dear Anne Hirst: I am over 
13 and very unhappy and con- 
fused. My family don’t treat me 
right. Mother and Dad are par- 
tial to my sisters and brother, 
and all they do is fuss at me 
all the time; they never say a 
harsh word to the others. 

“I am very nervous, that’s 
why I make so many mistakes, 
But I don’t know half the time 
what I should say or do, so 
everything is all wrong. Do you 
think you can help me? 


LONELY” 


. I wouldn't be at all sur- 
“prised if your sisters and 
* brother felt just as you do 
* when they were your age. 
* Now they understand their 
* parents’ attitude better be- 
* cause they are more mature. 
* They co-operate with them 
* and with each other, and se 
* do not require the guidance 
nor d e the reprimands 
which depress you so, 

T t to resent this train- 
ing anhoys you. A 
can be pretty trying at 13, 
your parents take so much 
trouble with you because they 
care so much and want to be 
proud of you. You will under- 
stand all this better as you 
grow. 

Perhaps you need to have 
your health checked. Ask your 
mother what she thinks about 
that. You are apt to be moody 
and hard to get along with 
just now, and that is natural 
too. Don’t exaggerate every 
reproof; try to understand its 
meaning and not make the 
same mistake again. Brooding 
over yesterday's troubles 
doesn't get us anywhere. Live 
one day at a time, learn to 


control your temper, and 
know that these growing 
pains will disappear’ pretty 
soon, 

= = = 


Only-a cad would taunt the 
girl he married with the past 
she confessed. As his wife she 
deserves his protection, even 
from himself. Anne Hirst can 
help you handle this situation 
as well as other painful ones, if 
you write her at Box 1, 123 Eigh- 
teenth St, New Toronto, Ont. 


delight over @ brother's first” 


@aich is expressed in toothy grin of the lad, center, os he shows 
off “Spece’” fish to the lad at right. Once-in-a-boyhood moment 
wes Coptured near a icke in Hyde Park, London. 


* confess what happened before ~ 


come this wretched habit. Be- — 


Legendary Ontario 
Patriarch Pictured 


Lake Erie Baron By Fred 
Coyne Hamil, Macmillan, 326 
pages, Illustrated, notes, bibli- 
ography index, end-paper maps, 
$5. 

Canada's pioneer era was 
noted for its rugged individual- 
ists and none exceeded Colonel 
Thomas Talbot in achievement 
and eccentricity. A founder of 
Upper Canada, he became al- 
most a legendary figure fh his 
lifetime, esteemed by. few and 
execrated by many. A cadet of 
one of the most ancient Anglo- 
Irish baronial families, the Tal- 
bots of Malahide, he renounced 
a promising army career for the 
life of a pioneer and backwoods- 


man in what is now Southwest- . 


ern Ontario, He found the an- 
cient country of the Neutral In- 
dians a wilderness. When he 
died, a half-century later, he had 
changed _this vast stretch of 
swamp and forested land into 
prosperous settlements with 
comfortable homes and thriving 
villages, all linked together with 
good roads. 

Dr. Fred Coyne Hamil pens 
a fascinating portrait and only 
modern, complete biography of 
this patriarch of Southwestern 
Ontario leading his people out 
of the wilderness into a prom- 
ised land of plenty. His avowed 
ambition to hew out a baronial 
estate from a generous land 
grant was further stimulated by 
his — as government 
agent t6 locele settlers on Crown 
“waste lands” and siperintend 
their performance of settlement 
duties. He quickly took advan- 
tage of this extension of author- 
ity and, at one time, his rule 
from Long Point, on Lake Erie, 
to the Detroit River, a distance 
of 150 miles, was as despotic as 
that of his feudal ancestors. 

An aristocrat by birth and 
tradition, he was an autocrat by 
nature. The surname Talbot was 
derived from an ancient, if ex- 
tinct, breed of bloodhound, and 
the colonel was keen to scent 
rebellious tendencies, Moreover, 
he had a temper as red as the 
lion “rampant gules” on his 
coat-of-arms and the courage 
bequeathed him by six centur- 
ies of warrior ancestors. With 
an administrator of such a back- 
ground almost anything might 


happen—and almost everything | 


did happen. 

The author is to be congratul- 
ated upon his skilled selection 
of material, which presents a 
vivid portrait of the Colonel in 
his various moods and activi- 
ties. Implusive and aggressive, 
he fancied himself a “benevo- 
lent despot who was the father 
of his people and his settle- 
ment”; and he acted this pater- 
nal role with faultless exacti- 
tude. Settlers who worked hard 
and fulfilled their duties had 
little to fear; but the ‘slothful 
and land speculators felt the 
flail of his -wrath, 

His grants of land were as 
arbitrary as his rule. The settler 
ha dhis name pencilled on the 
record of his jot. If he dealt 
faithfully by the requirements 
he eventually received the deed; 
if he failed to meet his obliga- 
tions, his name was rubbed out 
and a new one inserted, Not in- 
frequently the Colonel erased 
a half-dozen names fror a spe. 
cifle lot before a settler wag 
found to meet his rigid require- 
ments. This policy of grant and 
erasure was frowned upon by 
the Government and the Colonel! 
was more than once forced to 
visit England to plead his case. 

Dr. Fred Coyne Hamil, an as. 
sociate professor of history at 
Wayne University, Detroit, has 
written a magnificent biography. 
It is one of the new Macmillan 
series of Pioneer Books designed 
to revive interest in the archi- 
tects of our nation, and which 
should be made compulsory 
reading in our halls of educa- 
tion, - 
Factory shipments of healing 
radiators increased to 15,006,506 
square feet worth $9,079,028 in 
1953 from 13,253,513 square {ret 
valued at $8,015.332 in 1952 
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Priceless’ Is: Word 
For Greeting Cards 


Christmas cards. above, are ai- 
most literally priceless, Mrs. 
Claude McFaddin, Long Beach, 
shows samples of some 220.000 
she found on a city dump. She 
acquired the lot, junked by a 
card firm to make room for new 
lines, for $25—about 10 cents 
per thousand. Below, designer ° 
Alice Daly displays a greeting 
that’s almost priceless in a dif- 
ferent sense of the word. Tree, 
fashioned’ of : snow-white mink, 
is studded and bordered with 
pearls and precious stones. It’s 
valued at $25,000. She selis 
color reproductions of such glit- 
tering greetings to the Christ- 
mas trade. 
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RONICLES 
GINGER FARM 


This is Sunday — and a wet, 
dull Sunday if ever there was 
one. We notice it more, I sup- 
pose, after the warm, sunny 
weather we have been enjoying 
just lately. Gardens around 
here are.still bright with colour 
geraniums, petunias, ‘asters 
and chrysanthemums, and even 
nasturtiums, as we have not yet 
had even one killing frost. The 
weather thas been grand for all 
the geranium slips I’ planted 
about three weeks. ago. They 
are still outside in their pots, 
doing far better in the rain 
than they would in the house. 
While I was at it I.repotted two 
big ferns and a begonia and 
started a philodendron 
the parent plant. Visitors came 
along last week and took away 
over a dozen geranium slips and 
yesterday I pulled up three big 
plants for a friend so she could 
take off as many slips as she 
liked. 


In the house I have been hav- 
_ ing a wonderful time... “red- 
ding up”, no less... and keep- 
ing Partner busy burning all the 
stuff I have been throwing out. 
And it really took courage be- 
cause I hate to throw things 
away. However, I was determin-~ 
t this time I would really 
make “& clearance. Magazines 
and papers wefe tied up ready 
for the next paper drive — and 
tied up without being looked 
over first! That's the part that 
takes courage. Start sorting them 
out and you're lost. You know 
how it goes... better save this 
magazine, there’s a good article 
here on making use of your 
spare time! Well, that certainly 
can be thrown out.. what we 
really want to know is how to 
find spare time. So... it didn’t 
take long to get the magazines 
together once I had decided not 
to look through them. 


Then I attacked cdds and 
ends of woollen and cotton goods 
left over from dresses, drapes 
and pyjamas. Small usable 
pieces went into one box for 
quilt tops; big pieces for rugs. 
The best part of old sheets was 
reserved for pillow covers: the 
rest for dusters and floorcloths. 
Then I got into my writing ma- 
terial . . . carbon copies of sto- 
ries and articles written years 
ago. Some of them rejects, some 
published and forgotten. In fact 
I found enough scribbling paper 
to last me the rest of my life. 
Discarded wearing appare] was 
another problem. By the time 
things are not fit for us to wear 
they are not much good for any- 


thing else either. So . off 
with the buttons: rip up the 
seams, cut off the collars and 
cuffs ... presto — more con- 


tributions for braided rugs. The 
same with old drapes — faded 
but lots of wear in them yet. 
Mixed with brighter strips faded 
goods never show up in a rug. 


_Then I got 
where 


into a cupboard 
Bob's treasures are hid- 


If You're TIRED 


4 


bothered Perhaps nothing 
seriously wrong, just » tekac 
condition caused by our aks and 
wastes. That's the time te take Dodd's 
Kidney Pills, Dodd's stirmulate the kidney *, 
and se help restore their normal action of 
you feel better, sleep better, work better. 


from 


den. I brought them into the 
light of day. Later, Bob was here 
so I took him upstairs. “Look, 
this stuff of yours — what can 
I throw out? Most of it army 
relics — duffel bag, canvas belts, 
service berets, radio earphones, 
\water-bottle and canteen — 
what’s the good of it all?” 

Alas I came up against a 
brickwall. “Throw them out.. 
what for? Put everything to- 
gether in one box and forget 
about ‘it. Those canvas belts 


' Might come in darn handy some 


day. And I might want this . 
and this ... and this!” | 

“Well, why don’t you take the 
stuff home with you?” 

“Heck, you've got more stor- 
age room here than we have.” 
So that’s that. The things must 
be kept — but it is I who am 
stuck with them—plus a whole 
pile of aircraft magazines. 

Partner, also, has been bitten 
with the “redding up” bug. He 
has been spending his evenings 
the last two weeks making a 
braided doormat from baling 
twine. And I’m telling you, it’s 
quite a mat. 

Just think of the yards and 


IT MAY BE 
YOUR LIVER 


yards of baling twine that has 


el 


been burnt or is still hanging up 
in scores of barns across the 
country. Some of it may have 
been made into halter ropes or 
intg mats as Partner has been 
doing — but I expect most of it 
is being wasted because no one 


has time! to deal with it. If you- 


just stop. to think it is almost 
criminal the amount of stuff 
that is being wasted year in 
and year out. In towns garbage 
collectors are paid to take away 
stuff that there should be a 
use for — cans, bottles, waste 
paper and so on. And then more 
money is spent on incinerators 
to get rid of the accumulated 
waste from thousands of homes 
where there isn’t so much as a 
kitchen stove to burn a paper 
bag. And with everything wrap- 
ped and double-wrapped these 
days, waste .paper, in’ “ome 
homes, becomes quite a problem. 
Unavoidably, we do our share 
of wasting too, but not with 
paper. All afternoon we have 
had a lovely fire burning in the 
living-room, using no other fuel 
than tightly rolled newspapers. 
Paper logs, I call them. 


“A duck just can’t hold his 
liquor!” Officer Dugan Bresne- 
hen, of Vinita, Oklahoma, de- 
clares. ; 

~~ The officer recently arrested 
a woman and her pet duck.for 
being drunk. Both were - 
ing beer when arrested in a 
Vinita beer tavern. “The woman 
wasn’t in such bad shape,” Bres- 


nehen said, “but the duck could 


not stand up!” 


TWICE AS MANY AS 
BEFORE WAR 
There were about 24 tele 
phones for-every 100 persons im 
Canada at the end of 1953, twice 
as many as in 1939, 


Bring your 
RELATIVES 


- and | 
_FRIENDS 
_from EUROPE 


See your Lecal Agent— 
Ne One Can Serve You Better 


CUNARD LINE 


Corner Say & Wellington Sts, 
Toronto, Ontarie. 
Tel: EMpire 2-1481 


nly deeds give 


strength to [i ift, 


only moderation | 


sis it charm. 


Jean Paul Richter 


Men tho, think of tomorrow practice moderation today 
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Your comments and 


by Elmer Ferguson. 


® Mention of last year’s Grey Cup game, . 
in which the Edmonton Eskimos literally 
snatched the»Grey Cup victory from the 
jaws of defeat by Montreal’s powerful 
Alouettes, always recalis the picture of 
an athlete who sat sobbing, es 
on a dressing-room bench. 


That was Chuck Hunsinger, a hard-boiled. hard-bitten 
pro, who for two seasons had battled gamely and well 
the Montreal tearm: leader the previous season, in touch- 
downs. for his club. Suddenly, he was a broken man, who 
gat there sobbing. with tears seeping through his mud. 


i, is is ict Whi jeited ble heaving 


back and told him it was just luck of the game. With mere 
minutes to play, the ball had slipped fram his hands, gone 
spinning off wildly, was caught up by Edmonton's fleet- 
‘fected Jackie Parker who raced 90 yards for the touch-down 
that won the Cup for the ‘west by a/scant point, 26-25. - 

It had been 25 - ouettes after the desperately: 


Hunsinger, he started to race, head-down, 


¢ Prather dived at him, the ball flew loose from 
s sg in Whether it was an attempted pass, or 
fumble, doesn’t matter much. The ball rolled loosely. 
eligeaes. al it in, sprinted over the Alouette line and 
defeat into victory. 


was ree yy cenit roe for Hu . A tew Se an later, over 


season. Bat we ok even Pra Hr fer vote 
will ever efface the 
which he lost the ball and 


suggestions for this column will be welcomed 
by Eimer Ferguese, c/o vatiagd House, 431 Yonge ig manne 


SPORTS COLUMN 


through for a late touch-down, 
of 25-14. And even then, 


on their power, savagely 
western 10-yard line.” A pass 


him to return 


memory of that tragic 
and his team lost the 


PLAYED HOOKEY FOR A WEEK 
RIGHT UNDER TEACHER’S DESK! 


When three-year-6ld Johnny 


the track just as a train was 
about to leave Blackburn for 


Fortunately he was spotted by 


by a couple of 


m2 


WOW!—That's whot Mrs. Helena 
Forrar’s visitors say when they 
ome to her home in Southport, 
England. For greeting them at 
the door is Mrs. Farrar — and 
Rajah, o 250-pound lion. Rajah 
was brought home by Mrs. Far- 
var, @ 200 keeper, because the 
Hen was ill end needed more 
mitention. 


lads whe played truant from a 
home in Croydon and took ref. 
uge in a school of all places. 
But they didn’t go there to learn. 
«Instead they hid beneath the 
platform used by a teacher, And, 
almost unbelievably, they stayed 
there for six days. 

Their refuge was a mere foot 
high, ae ce plenty of 
floor At any rate the 
boys, aged eleven and thirtéen, 
made themselves comfortable. 

When everything was quiet, 
they “borrowed” an electric fire 
from the building and plugged 
it in. They did the same with a 
radio. Bedding didn’t: stump 
them, either. Odd clothes left 
about the school made a good 
substitute for blankets. 

How about exercise? Here 
again the answer was easy. 
After all, schools are open for 
only a certain number of hours 
a day. The lads slipped out at 
the appropriate moments during 
the morning and at nights. 

And, when the teachers and 
pupils had departed, they cooked 
themselves wonderful meals of 
fried bread and eggs scrounged 
from the kitchen. 


Even more enterprising—and 
on a very different plane—is 
the Swiss girl of seven who 
wrote a book for children. It 
was published recently and sold 
15,000 copies in a fortnight. Now 
she is writing another. 


And for courage, many chil- 
dren put grown-ups to shame. 
Imagine yourself, if you can, In 
the position of little Jean Daw- 
son. She was ten. Her bungalow 
in Kenya was attacked by Mau 
Mau terrorists. One of the de- 
fenders was wounded. Jean 
tended him while the crack of 
her father’s rifle echoed in her 
ears. 

But the little girl did tar more 
than that. She telephoned the 
police, listened carefully to their 
instructions on the best method 
of holding off the gang, and 
lucidly and calmly passed on 
“Their lives depend on me.” 


Fire, when it runs riot, pro- 


vides perhaps the most terrify. . 


ing ordeal. Yet when a Clapham 
girl of seven awoke and found 
her bedroom full of smoke, she 
remained perfectly calm. “My 
father and mother, my. sister, 
my little bygther,” she thought. 
“Their lives depend on me.” 

And so she hastened to the 
bedrooms where the rest of the 
family were sleeping. Thanks to 
her coolness they escaped in- 
jury. 


FELDSPAR & QUARTZ 


There were some 280 mines in 
Canada shipping feldspar and 
rtz in 1963, five less than in 

2, but the gross value of 


shipments was higher at $3,- 
904,052 as compared. with $3,- 


696,085 


BIG OKRA FROM. Uris ACRES — In a plot 4% by 6% feet, L. E. 
Slawson, has harvested more than 3500 pods of okra. And the 
vines were still sprouting okra when this picture was taken in 


Slawson‘s back yard. 


They refused to accept 

a penny in payment. 
A small boy was standing in 
the middle of a busy road in 


Nottingham . directing traffic. 
Held up by his admonitory hand, 
cars and buses stretched in a 
long line. 

“I'm a Sea Scout,” he proudly 
told a somewhat shaken police- 
man who rushed up to straighten 
out the muddle. “My §scout- 
master says we should help 
people at zebra crossings.” 

But there was no zebra cross- 
ing there | 

Children have a sense of hu- 
mour, too, and it is not neces- 
sarily of the infantile variety. 
A traffic was erected in a New 
Mexico town. “School zone,” it 
warned motorists. “Don’t kill a 
child.” 

This was too good an oppor- 
tunity to+miss by the local 
youngsters. One of them added 
in juvenile scrawl: “Wait for a 
teacher |” Even the parents—and 
the teachers—-smiled at that. 


Modern Etiquette: 


By Roberta Lee 


Q. Isn’t it improper for twe 
persons who are introduced at 
a dinner to reach across the 
table to shake hands? 

A. Although not exactly im- 
proper, it dees create an awk- 
ward situation, and it is much 
better to refrain from shaking 
hands and merely nod your 
head in acknowledgment of a 
table introduction. If, however, 
the other person does reach 
across the table to you, you 
must not hesitate in accepting 
it. 

Q. After finishing a glass of 
sherbet at the dinner table, 
what should one>de with the 


spoon? 

A. Place it on the 
which holds the glass. 
Q. When settting the dinner 
table, should the cutting edges 
of the knives be towards the 
plate or pointing away from the 
plate? 

A. Towards the plate. 

Q. Is it possible: te correct 
someone’s grammar without be- 


saucer 


ing impolite? 
A. No one likes being cor- 
rected ‘in group conversation, 


and efforts at improvement of 
grammar and diction had bet- 
ter be reserved for members of 
one’s family or very close 
friends who may consider them 
as favors, and not insults. 

Q. Should a hostess take the 
men’s coats when they arrive 
at her home, and there is no 
servant? 

A. No. If the host is not pres- 
ent, she should provide a- place 
for the men to leave their 
wraps as they arrive. 

Q. Should the napkin be held 
above the edge of the table 
when unfolding it? 

A. No; the napkin should be 
unfolded in the lap. 

Q. Is it preferable te write 
@ business letter in short sen- 
tences and shert paragraphs? 

A. Yes. Brevity is preferred in 
a business letter, though it takes 
real ability to “tell a story” in 
a few words. It is often more 
difficult to write a good short 
letter than a lengthy one. 


@. Is it necessary te mal) en- 


~ graved wedding invitations te 


close friends whe have already 
been invited verbally? 

A. It is always correct to send 
the engraved invitations — ‘even 
to members‘ of the immediate 
families, 


Niiesees Breaks 
All The — 


In a flat in the heart of May- 
fair most mornings England's 
oldest princess spends an hour 
or two dictating her reminis- 
cences into a modern recording 
machine. 

Royal advisers were startled 
when they heard that Princess 


Marie Louise, Queen Victoria’s 


grand-daughter, was writing her 
memoirs. She has been behind 
the scenes at four coronations 
and forty royal weddings Now 
in her eighty-fourth year, she 
can saltily recall all the royal 
family crises of her amazing life. 
time. Yet her secrets have never 
been told. 

Few people realized, for in- 
stance, through all the years 
that barred divorcees from the 
Royal Enclosure at Ascot, that 
there had been a divorce in the 
royal family itself. 

The divorced, both guilty and 
innocent, were rigidly excluded 
from Court. Yet Princess Marie 
Louise sometimes appeared smil- 
ing on the balcony at Bucking- 
ham Palace—and staid chamber- 
laimg had to admit that Court 
rules »not apply to near 
relatives of the Deod. 

Though divorce mearit social 
ostracism, they inevitably had 
to make Princess Marie Louise 
an exception. So she continued 
to go to Ascot and stroll in the 
Royal Enclosure whenever she 
felt like it, 

In 1891, when she was a gir! 
of _nineteen, Princess Marie 
Louise occupied much the same 
position in royal popularity as 
the nineteen-year-old Princess 
Alexandra does today. When her 
engagement was announced to 
Prince Joseph of Anhalt, one of 
the, richest duchies in Germany. 
public opinion rejoiced. 

Royal guests from all nations 
flocked to the wedding in St. 
“George's Chapel, Windsor. But 
the last echoes of the wedding 
bells had ecarcely died away 
when the Princess endured deep 
humiliation. 

After nine years of unhappi- 
ness and heartbreak the mar- 
riage was dissolved, Quietly the 
Princess returned to England 
and began devoting her life to 
helping others. Even now, at 
eighty.three, she works with 
amazing vitality for dozens of 
organizations ranging from. dis- 
trict nursing to the Docklands 
Settlement. 


Whether for a charity mati- 


nee, a ball or a fund-raising 
speech, good cause organizers 
know that the Princess will 
oblige. Almost alone among 


Marie Louise has 
number in the 


royal princess, 
her telephone 
‘phone book. 
No other royal princess lives 
in a flat. To be sure, it is a grace 
and favour residence, the lavish- 
ly equipped fourteen-room flat 


. in Curzon Street which was in- 


tended as George VI's H.Q. if 
Buckingham Palace had been 
wrecked in war-time. But hide- 
bound aristocrats still frown at 
the thought of the daughter of 
Queen Victoria's third daughter 
looking down on the café@ and 
oyster bars. 

But Princess Marie Lotise is 
nothing if not unconventional. 


It was shocking when she danced . 


the lancers with a pearly king 
at Hoxton Carnival thirty years 
ago-—and just as shocking to 
some when she accepted an in- 
vitation to a Coronation tea with 
the same pearly king in 1937. 
She was the first princess of 
the blood royal to smoke in pub- 


LLL LLL LLL LLL LLL LLL LLL LLL LLL OLED LOL LLL LLL LLC LLL, CCC CC Tenens etnias ettinintantanaraiaaiisaastsiistutissinEie stalls. teninamnceepsneeeemtte eminent  eeeenmnmnnmemerneeene EE 


‘doubtedly 


lic, the first to join a women's. 


club, the first to fly in an air- 
craft. 


Early this year her doctor de- 


creed a rest cure. Whereupon 


the Princess murmured that a 
change was as good as a rest 
and went off on @ startling ex- 
pedition through central Africa, 
travelling 2,500 miles, wearing 
breeches and living under 
canvas. 


It seemed to be something of 
a record when, at the age of 
eighty-two, she flew over Vic- 
toria Falls. But the Princess 
flew over the same Falls thirty 
years ago in ‘planes that un. 
looked — and felt — 
much more hazardous. 


All her expenses, incidentally, 
are always met from her own 
purse, for the Princess has never 
enjoyed any provision from the 
civil list. No doubt she owns a 
considerable fortune. (Her kins- 
woman, Princess Victoria, left a 
quarter million some years ago.) 
She is the fortunate possessor of 
the world’s first pink mink coat. 
On gala occasions, when a dia- 
mond tiara glistens above her 
grey curls and she wears her 
famous rope of pearls, no one 
looks more royal. 


By virtue of years, indeed, 
she is now Britain’s senior prin- 
cess. She is also the oldest of 
Victoria’s six surviving grand- 
daughters. Incessantly she works 
hard at the tasks of royal tra- 
ditions, demanding homage not 
for nae elf but for the royal 
idea, 

It caused all the greater flurry 
in official, dovecotes not long 
ago when she mentioned that 
one royal duty had never come 
her way, and added that she 
had never launched anything— 
“not even a dinghy.” 

The First Lord of the Ad- 
miralty undertook to repair the 
omission. Within a short time 
the Princess travelled down to 
Portsmouth and launched a de- 
stroyer. 

Then, almost in the same 
week, there were dinners, a ball 
at Claridges, a calypso ball at 
the May Fair, speeches for the 
National Polio Research Fund. 
And besides this, the Princess 
gave a sherry party. “Blow in 


for a sherry,” she informally in- 
vited her friends. 

“Don't you ever want to go 
to bed early?’ a friend once 
asked this intrepid lady. 

“Never |” she firmly replied. 

But in one of her straight- 
forward speeches she confessed, 
“I've lived a very long life. You 
all know my age. I have far ex- 
ceeded my Bs ge of three score 
years and But present-day 
youth--so gallant, so valiant is 
the way they cope with the dif- 
ficulties and problems of évery- 
day life. It makes me sad. when 
I look back on my youth when 
we seemed so safe and secure. 


CROWNING GLORY —_ Eye- 
catching is the word far (this 
“crown” entered in an abstract 
hairdo contest in Berlin, Ger- 
many. The crazy coiffure was 
created by a hairdresser from 
the Soviet zone in just one hour. 
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BABY AY CHICKS 
BOOK your order now for - Winter and 
Spring ‘chicks 80 that you receive 
pry ong want _ e have 
ous 
special strain *b The 
reason ~— these bi more e#ge8 on 
less feed. Some dates up now. 
Write for full de 8 roller 
pe ener ors pg to lay and 


FERGUS 

you haves “ ane date that you want 

your turkey ts. Book now so that 

you will be sure to secure them on that 

date, We have the famous 
Breasted 
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HELP WANTED FEMALE 


h ¢o 
of ality companies, Good Housekeep- 
wand American Medical ee 


approved. 2 Christmas and 
oniee “ahead. Write P.O. fea 37 i” 
ton, Ont. 
FOR ‘SALE 
LANDRACE Weanlings Boars and 


Sows, from our deliver stock for 
Winter and Sprit livery. Also two 
Boars * Fg At me a Send for 


folder 
us. LANDRACE SWINE FARM 
5 * ONTA RIO 


BARN BUILDINGS AN AVAILABLE 


desert 
FER 


bullding 
Write us 
ad m and sizes, 
Apply Box No. 139, 123 Hchtoenee St.. 
New Teronto. 
EXCELLENT r garage business, ‘all “moa. 
ern ¢aul 5 e200 00 Ly ' al 
three. areever 


town. M. 
Estate Broker. Almonte, Ont 


DAIRY farm for sale, average or 
abeve in the district, tpougres in- 
vited. Roger Weir, B.R. Prescott, 
R _ Grenville Co. 
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WANT ADVTS. 


SDLAAAABMALDM AMMA 
WANTED Ar ONCE — Rawieigh Reeve T. C. Graham, of Tweed,| FOR 1956. 


Dealer in Madoc, Write Rawleigh’s 
_ Dept. K-272-R, Montreal, P.Q. 


FOR RENT — Brick House, Hydro, 
1% miles from Madoc. Phone 
7 R 23. 47-2 


. LO8T — Yale Key and Car Key on 


Chain. Finder please leave at the 
Review Office. Reward. 47-1 


7 — Three Rooms, down- 
water. Immediate posses- 
sion. Apply to Goldie Ellis, or 
Phone 347. 46-2 


IF BACKACHES are slowing you up, 
take RUMACAPS and help your- 
self to relief from pains and aches. 
Ask your Druggist. 

YOR SALE — About 2 Cords of Dry 
Hardwood Blocks for box stove or 


furnace. " apply Bill Lahey, Phone | Belleville General Hospital,“also those 


389 R 3. 47-1 | 
‘SeteeenieemnennenmninnttnniiniNARRENAN RSET A SS, 
@TRAYED — Durham Cow from 

farm at Eldorado. Please notify 

Jud MacGowan, Phone 123, Ma- 

doc. 47-1 
ctntemaiacinaenssimmncnntainntitttTttie 
PEADSTOCK— removed from your 

farm promptly for sanitary dispos- 

al. Telephone Collect: Stirling 553. 

GORDON YOUNG LIMITED. 


STOVE AND FUEL OIL—For prompt 
delivery phone Geo. Lummiss, 
Madioc 268, Marmora 231 Collect, 
Distributor for Cities Service Oil 
‘Ce, 38-tf 


eal 


FOUND — Black and White Male 
Hound. Found near Beaver Creek. 
Saturday, November 19th. Owner 

‘may have same by proving pro- 
perty and paying expenses. Don 

| Armstrong, Phone 387 R 5, Ma- 

doc. 47-1 


WANTED — Cosmetic Sales Lady 
to help handle famous cosmetic 
Tine. Excellent prospects for the 
right person, for immediate finan- 
¢cial return and fyture advance- 
ment. Apply Box 460, Madoc. 46-2 


£ mige~ee 


FOR SALE — Three Room, New 
House, Insul Brick, hydro, on West 
: §t. Lawrence Street, Madoc, also 
! one lot. For further information, 
apply Murray Smith, Phone 204, or 
Box 88, Madoc. 45-? 


“reeset onrmmninssosnamteneientreameHethtn iN ESET 
@QUEENSBORO NURSING HOME— 
Kind, competent care given all 
Patients, Licenced, Rates Reason- 
| able. Phone 357r6 Madoc, Mrs. 
Ed Alexander. 42-14 


nnn tan 
LOST — On November 4th, a man’s | 
gold Wrist Watch, near Public 
School. Finder please inform Ray- 
mond Doughty, Phone 310 R 2, or 
Madoc, R. R. No. 1, 46-2 
Panne cn samen 
FOR SAILLE— Cement Mixer: nearly | 
new, 314 cu. ft. capacity, on rubber 
wheels and with Briggs and Strat- | 
ton power. Apply at Madoc Bill- | 
fards. 46-2 | | 


pn TT eee 
£OST—At Cooper, Black and White | 
Beagle, 11 years. old; aproximate 
weight 50 pounds. Black saddle on | 
| ack. Substantial Reward. If you | 
have information, contact Albert) 
Fox or Fred Bailey, Cooper. 46-2 
panne eames 
FOR SALE — 16 Acres of Land; 
Frame House, good well and wood- 
house, hydro; Barn, 16 x 20, also) 
Cabin. 10 x 15. Apply to Gilbert 
Solmes, Bannockburn, on Cooper 
Road, Phone 385 R16. 46-2 
LO LMMMAAO ALLL LLL I 
FOR RENT — Three Room Apart- 
ment in Wright Block, Madoc, 
| Immediate possession. Premises 
‘ may be inspected upon application | 
* ¢€@ Delbert Francis, at Stapledon’s | 
Garage, Madoc. 44-4 . 


sense 
@TOVE & FURL OF, GASOLINE, 
Complete line of Oil and Greases, 
Prompt Delivery. Apply to Clem | 
| Preverton, Phone 215, Madoc, Dis- | 


' tributer for Regent Petroleum Pro- t 
ducts. 17-tf 


N 
' 
} 
; 
; 


pn ri seemed 
FOR KENT —Ground Floor, SS 
Apartment, hot and cold water.) 
Buitable for two. Available Nov- | 
ember 5. Also bedroom to rent. | 


} 
Mre. Mabel Phillips, Phone 451, | 
Madoc 


46-2 
nerentnennasencnaiimnatcnanmmti 
FOR SALE — Used Reconditioned | 
Power. Chain Gaws, from. $75.00) 
and wp: Pioneer; McCulloch, Clin-| 
ton, etc. New Saws also in stock. | 
For further perticulars, apply 
{ W. Jenkins, Bancroft, Ont. Phone | 
60 FR 11. 46-2 | 


tapi OE LCT IO TTTES 
LOST -—— Beagle Hound, Male, 3. 


“40LD” AT ONE YEAR? 


) Madoc Village:- 


| Veters’ List of 1965, Municipality of 


RK.) the 7th day of November, 1955, the 


SEEKS RE-ELECTION TRINITY W. A. 


ELECTS OFFICERS 


will seek his seventh term as the 
village's chief magistrate at the.nom- Trinity United Woman's Associa- 
mination meeting scheduled for Nov- {tion held its November meeting at 
ember 25. the home of Mrs. G. Fox. Mrs Jack- 
son was in charge and opened the 


: 


CARD OF THANKS 


We wish to thank our friends and 
neighbours, especially Dr. Shatford, 
Dr. McCarthy and Dr. Mullin, for 
the many acts of kindness shown us 
during the illness and death of a wife 
and mother. 

Dan Alit and Grant Smith. 


. 


thank you to the hostess. 


treasurer, 


the annual W.A. bazaar to be held | 
on the 26th of this month. 


len candy bags for the annual Sun- 
day School concert. 


CARD OF THANKS 


I wish to take this opportunity to 
thank the 
WL, 
tricnds 
flowers, 


worship service. 
Céoper and Remington ) Way" : 


Remington neighbors,’ and 
for the. treats, candyvand 
while I was-a~ patient in 


The theme, 
with the Bible 


who called on me. 
Mrs. Margaret Fox, 


RED & WHITE 


CARD OF THANKS 


The family of the late Henry 
Shaw wish to thank their friends 
and neighbors, and especially Rey. 
J. McEwen and Miss M. Munroe, y 
for the many acts of kindness and 
floral tributes during their pecent 


The 


Honorary 
| past president, 
Mrs. A. Empey had charge of the president, Mrs. Perry wang first | 


PRICES EFFECTIVE NOV, 24-25-26 


jfrom John 14, was read by Mrs. Em- 
pey, who also gave “The Thoughts 
on the Scripture.” 
Mrs R. C. Jackson sang a solo, 
“You Can Smile.” : 
The program was given by Mrs. P. 
Bronson, who was assisted by Mrs. 
B. Holmes, who gave a humerous 
meeting with a greeting to all and a reading, ‘The Strike” 
gave a reading, 
Reports were received and the | That Medal,” 


Conference, 


nominating 


president, 


“The | vice- president, Miss Annie Holmes; [te is mounting annually and this 
story taken secretary, Mrs. Geo, Fox: 


. Mrs. Bennett 
“I Don't Deserve 
and Mrs. Bronson gave 


Mrs. W. MeCoy; sick committee, | Canada of 72,784 enrolled in 4,952 
Mrs. K. Gordon (convenor); parson- , clubs,—an increase of 4,071 members © 
age committee, Mrs. Moore (one and 164 clubs over 1954. 


years) and president; quilt commit- | reported higher membership, Saskat- 
tee, Mrs. Bennett and Mrs. B. Tan- {| chewan with a number of newly or- 
ner; pianist, Miss 
assistant pianist, Mrs. Whytock; | had the greatest individual increase 
social committee, Mrs. Holmes, Mrs. | of 2.025 members. In addition, 4-H 
A. Bailey, Mrs. J. Storring; nomina- membership in Saskatchewan has 


press re-/in 1955, or a general increase during 


the Bay of | porter, Mrs. C. Whytock; auditors, | the last two years of 69.3 per cent. 
held at Camp; Mrs. Bennett and Mrs. A. Empey. 


| ‘clothing clubs continue to lead 
numbers with 1,083, followed by gar- 
den with 869, beef, 656, and dairy, 
| 593. 

} 


4-H MEMBERSHIP : 
Average age of the 72,784 mem- 
bers in 1955 is 13.2 and the average 
membership per club is 14.7. Of the 
total membership, boys exceeded the 
girls by 640. 


Along with more widespread pub- 
| lic interest, membership in 4-H Club 
year 


established a new record in 


mad beresvement. LIBBY’S BEST BUY! CLARK’S 20 oz. Tins WASHDAY 
HAWAIIAN PRODUCTS 
IN MEMORIAM tow s 
McGEE — In loving memory of our Libby's Fancy CHEER 
dear granddaughter and _ niece, * . With Pork 
Shirley Nina McGee, who. passed Pineapple Juice Giant Pkz. Zic 
away two years ago, November 27, BEST BUY! Gold Medal Krunchee Grind 16 on. Ice Box Jx- Personal Size 
1953. 43 o. Tin 
We do not forget her, nor do we 31 | Pcie ond 
intend, or 
We think of her often and will to ‘eanut . utter oe ee c 
the end. FEATURE! 
Gone and forgotten by some she may Salad Dressing Ivory Flakes Flakes 
be, . ‘ BEST BUY! GREEN. GIANT FANCY 14 ox, Tins Le Ai Cc 
But ge _ = memory she will Miracle Whip . Genco a 
Lovingly remembered by Grandma, 32 oz. Jar ] ef or for c VOFY Snow 
Grandpa and Uncle Blake Willman. 6 9 4 Ss ees 40 c 
rare . € : rx ; 
oe ee , BEST BUY! CHOICE QUALITY NATURE'S BEST 15 on, Tins Camay Soap 
FRATURE! 
FOR SALE — On Moira Lake, Five 2 rae 2 S 
Furnished Cottages with Boats. Variety Pack Saih Sine ct. 


Phone 250. Frank Baalim, Madoc. 


47-3 
PB ec LES EERE Hees RESET MNT So 
GENERAL CONTRACTOR — Phone 


342 for all Building, Roofing and 
Repair Work. Free Estimates. 
Donald R. Bronson, Box 339, 
Madoc. 46-7 


NO: SPARK? 
RUN DOWN? 
LOOKING POORLY? | 
JITTERY ? 


BOWL 


HAVING FLOPOVER? 


Then deal in that old T.V. on a Set | 
where Service is Guaranteed. 


ee 
en Sone, SN 


PHONE 348 
PIGDEN’S RADIO & T.V. | 
For a | 
FREE TRIAL 
MUNICIPAL ELECTIONS 


To 


. o 


the Municipal Electors of | 


Notice is herby given that nomin- 
ations, which must be made in 
writing, for Reeve, four Councillors, 
three Public School Trustees and one 
H. E. Commissioner for the Village 
of Madoc for the year 1956 will be 
held in the Town Hall, Madoc, on 
Friday, November 25, 1955, at the 
hour of 7.30 p.m. 


SOUND WHITE NO. 1 


The Polling, if any, will be held Potatoes 10 Ibs. 29¢ 
,in the following Divisions on Monday, 
| December 5, 1955 : MILD FLAVOURFUL 
Polling Sub-division No. 1 —Town 
Hall; Robert Comerford, Deputy Re- Cucumbers 2 for 19 
turning Officer. 
FIRM CRISP 


Polling Sub-division No, 2.-Orange 
Halil, Wm. Sinclair, Deputy Return- 
ing Officer. 

Fred Curry, 


46-2 Returning Officer. 


VOTERS’ LIST POSTING 


(terk’s Notice of First Posting of 


I ib, Pkg. 28° 


the Township of Limmrick. 


complied with Section § of the 
Voters’ List Act and that I have 
posted wp in my office at St. Ola, on 


|» rig, SO® 


SWIFT’NING 
1 ib. Pig. 35° 


list of all persons entitied to vote_in 
the said municipal elections and t 

;the said list remains there for in 
| Spection and I hereby call upon ali 


Pard Dog Food 


é COVERED SUGAR 


REG 


WITH 


BEST BUY! MARSH SEEDLESS 


Florida Grapefruit 


Celery Hearts 
SWIFT'S PRODUCTS 
JEWEL SHORTENING 


ALLSWEET MARGARINE 


PREM uso 1 41° 


PEAS 


6 tins for HO. 


VALUE $3 98 


EVERY 
§.00 ORDER 


ee 


FRESH FRUITS & VEGETABLES 


10 for 49c 


Pkg. 19¢ 


IT PAYS TO SHOP AT... 


years: old; black with white and | | Voters to take immediate proceegings 
tan on head and seck. Tattoo,7BJ,\to have any errors or omissions 

: fmside left ear. Lost between | corrected according to law. The last 
Cooper and Cloyne along Hydro | day for appeals being the Zist day of 
line. Anyone finding the dog. phone | November, 1955 


Notice is hereby given that I 
236. Tweed. 
i 


hes vai Mrs. O. V. Thompson, Clerk 


~ SWIFT'S CLEANSER 
* 21m 27° 


Reg. ‘Size 3 for neg dine 3 * 250 


Large ae 
Blue Duz Giant 8i* 


d= 21: 


From the national standpoint girls’ 


year), Mrs. R. ©. Jackson (two! “while eight of the ten provinces f 


Alma Keene; | ganized grain, beef, and garden clubs, 


ing committee, Mrs. J. Ash, Mrs. J.| grown from 7,067 in 1953 to 11,966 
. McCoy, gave a detail- jae interesting talk on the Woman's | Adams, Mrs. B. Embury:; 


ed account on the anniversary supper , Association School of 
which was an outstanding success. | Quinte 

Plans were discussed and made for | Quin-Mo-Lac, in the fall. 
committee. pre- 
It was sented the slate of officersfor the | FURTHER GROWTH IN 
decided that the W.A. purchase and new year, Mrs. F. Fleming reporting. | 


Mrs. Lane; 
Mrs. R. C. 


GOODLUCK MARGARINE — 35° x 
OXQ_CUBES aes ae 

BEEFY OXC si, acai 

MAZOLA OIL vies ca, me 


JOUMINSON’S PRIDE 


79} 
65 

54° 

1 33° 

wet 35° | « 

: 1 ib, Pkg. 31° 7 

2 for 33° 


8 oz. Bottle 


JOHNSON’S BEAUTIFLOR Su ak 


BORDEN’S Chocolate Malted Drink , si: le 
LIBBY’S CRUSHED PINEAPPLE ue 
LIBBY’S SLICED PINEAPPLE 


YicCORMICK’S SALTINES 


CLEANSER 2 «= ™ 


QUALITY MEATS 


LEAN MEALED Mild Sweet Pickle Cure, th. 


Cottage Rolls » 43c 
BRAND QUALITY — BONELESS ROLLED 

Prime Rib Roast © 63 
TRESHLY GROUND LEAN 

Minced Beef lb, 29c 


SWIFT'S PREMIUM — SLICED RINDLESS 


Side Bacon: » sesiea rig. «. 


SWIFT'S PREMIUM 


Bologna 


59 


Sliced, Ib. 


29 


By the pe., tb, 


2.5¢ 


; 
; 


oy Fak ire Bh peak cam oes 


